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PREFACE TO SECOND EDITION 

In revising this book, much new data on the durability of 
treated and untreated timber have been added. Recent progress 
in the art of rendering wood fire-resistant has also enabled the 
author to strengthen the information on this subject. The author 
wishes to thank Miss Eloise Gerry, Mr. George B. Hunt and 
Mr. Clyde H. Teesdale for valuable suggestions in revising the 
text. 

H. F. W. 
Madison, Wisconbin, 

F^mtary 1, 1916. 
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PREFACE TO FIRST EDITION 

Tho wood-preservation industry is one of those which is aid- ■ 
ing in the ji^eat movement for efficiency in operation and in 
the conservation of our natural resources. Practically unknown 
in our country but a half century ^o, its growth, especially in 
the last decade, has been exceedingly rapid until there are now 
nearly 100 plants in operation turning out over 125,000,000 cubic 
feet of treated wood annually. Too much credit for this splendid 
development cannot be given to men who like Dr. Hermann von 
Schrenk have by their ability, knowledge, and pereiHteace brought 
the importance of praservii^ wood to the attention of the Ameri- 
can people and successfully accomplished a mass of practical 
results. There is every reason to believe that the growth of the 
industry has by no means reached its climax, for there are thou- 
sands of feet of structural timber used each year that are not being 
treated but which should and eventually will be. 

In an industry which has grown so rapidly and is unique in 
that a long time must elapse before the efficiency of many of its 
processes are known, it is but natural that many perplexing prob- 
lems should arise. The wood preservation industry certainly 
has its just share of them, and although splendid progress has 
been made, much yet remains to be learned; in fact, accurate 
knowledge is just in its infancy. The whole art is permeated with 
contradictory evidence and opinions so that it is exceedingly 
difficult for the layman seeking advice to become other than con- 
fused. 

During the past nine years it has been my good fortune to be 
thrown in personal contact with many of these problems and to 
study them over our entire country. While so doing, the need 
for a book on the subject has been repeatedly called to my atten- 
tion, for while there are excellent works on given phases of wood 
preservation, none apparently systematically covers the subject 
in its broad aspect. It has been necessary to consult a large 
number of separate publications to secure such data — a process 
most tedious and unsatisfactory in this day of straight-line opera- 
tion. Furthermore, it is thought a textbook on timber preserv»- 
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X PREFACE 

tion will be of help to students in forestry and engineering schools, 
where a knowledge of wood utilization is desirable and often 
necessaiy. 

In the following pages, taken largely from lecture notes pre- 
pared by the author for the civil engineering students at the 
University of Wisconsin, it has been the aim to present reliable 
information of fundamental importance. It is hoped that they 
will be found of value and use to engineers, foresters, lumbermen, 
students and all those interested in this subject and that this 
effort may assist in raising still higher the enviable position 
already held by the wood-preserving industry. 

The author certainly wishes to acknowledge his indebtedness 
to the U. S. Forest Service, from the publications and illustrations 
of which he has very heavily drawn; to his friends engaged in 
commercially treating timber, especially Mr. F. J. Angier, Mr. 
C&rl G. Crawford, and Mr. J. B. Card, whose generous assistance 
has added much to this book; and to various associations and 
societies from whose proceedings data have been taken. 

H. F. W. 
Madison, Wisconsin, 
OctiAet 1, lfil4. 
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THE PRESERVATION 
OF STRUCTURAL TIMBER 

CHAPTER I 
INTRODUCTION 

Definition of Wood Preservation. — ^Wood preserratioQ may be 
defined as the art of protecting structural timber from decay. 
This is the common acceptance of the term. When considered 
in its broadest aspect, however, it includes much more than this, 
since decay is but one factor causing the destruction of wood. It 
is in its broadest sense that the subject is discussed in this treatise, 
because it is believed that the practice of protecting from deteri- 
oration will broaden as wood increases in value. 

In order to adequately treat the subject, wood preservation 
will be defined as the art of protecting structural timber from 
deterioration by destructive agents. The more common of these 
are decay, insects, marine borers, mechanical abrasion, and fire. 
It should be noted that the defimtion does not include the pro- 
tection of trees, as the methods of doing this are entirely distinct 
from those practised in protecting wood cut from the trees after 
they have been felled. This distinction should be kept clearly 
in mind. 

Inqtortance of Wood Preservation as an American Industry. — 
In an undeveloped country destined for civilization, extensive 
forests are an obstruction which must be removed, because they 
occupy land needed for agriculture. As long as a country is 
heavily timbered, conservative methods of utilizing the timber 
will rarely be practised. This condition prev^led in the United 
States during its early history but exists no longer. Scientific 
methods of managing forests as well as efficient methods of utiliz- 
ing the timber cut from them, are now being practised. Both, 
however, are still in their infancy but they are undergoing a rapid 
application. These economic changes are excellentiy reflected 
in the United States in the development of the wood preserving 
industry. 
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2 THE PRESERVATION OF STRUCTURAL TIMBER 

Preseot Standing of the Wood Preserring Industry in tho 

United States. — There are now about 100 wood preserving plants 
in active operation in the United States representing a capi- 
talization of over $11,000,000 and turning out products worth 
about $35,000j000 per year. These plants use annually over 
100,000,000 gallons of creosote costing over $7,000,000 and over 
28,000,000 pounds of zinc chloride costing about $1,500,000. In 
addition, about 4,000,000 gallons of various other preservatives 
are annually consumed representing a value of perhaps $1,500,000. 
The total amount of wood treated approximates 175,000,000 
cubic feet per year, which is equivalent to the amount of wood 
produced annually by about 14,000,000 acres of average Ameri- 
can forest. Since present methods of lumbering waste about 
50 percent of the wood grown, the amount of wood now annually 
treated represents a protection given to the annual output of 
approxiipately 28,000,000 acres of timberland. 

To the above should be added several milhons of dollars spent 
each year in protecting timber from mechanical destruction and 
about a quarter of a million protecting wood against fire. 

Conserriog our Timber Supply. — A natural result of the in- 
creasing practice of preserving wood is to decrease the drain on 
our forests and hence help to conserve our supply of timber. 
This is offset in part by the growth of the country, demanding 
more raw materials, so that no accurate estimate on the extent to 
which wood preservation will ultimately decrease the demand 
for structural timber to be used for replacements can be given. 
The auth6r attempted such an estimate in 1909 for the National 
Conservation Commission. Certain modifications now appear 
advisable, although the estimate as then given has not been ma- 
terially changed. This revised estimate is given in Table 1. It 
attempts to show to what extent the demand on our forests can 
be decreased if all timber placed in situations where it is liable to 
deterioration were treated in some approved manner. For ex- 
ample, we now use each year about 100,000,000 cross-ties to re- 
place those which have worn out through decay, wear, and other 
causes. If these ties were given an efficient preservative treat- 
ment, their life could be prolonged and in a few years the demand 
for ties would decrease to about 42,000,000 annually instead of 
100,000,000 as at present. Of course this neglects the ever in- 
creasing demand for ties due to new construction. Estimating 
along these lines, it appears that the application of efficient pro- 
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tective measures to structural timber would decrease the drain 
on our forests by almost 7,000,000,000 board feet annually, were 
all such timber which is liable to deterioration protected. 

Tablb 1.— Ebtiuated Dxcreabe ik the Annual Crr op Timber which 

WOULD Result were all Timbbb which ib Subject 

TO Dbtemoration Properlt Prott:cted 
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That this shrinkage in the amount of timber cut from forests 
due to the extended use of preservative treatment is not only a 
logical but a real outgrowth is shown in part by the experience of 
France. Although the French forests have been severely culled, 
they still furnish about 3,000,000 ties annually. Approximately 
2,500,000 are used each year for renewals, which number has been 
steadily diminishing in spite of the fact that the total mileage of 
the country has been increasing.* The practice of preservative 
treatment in our country has been too recent to make its influence 
on forest demands as yet apparent but that similar results will be 
experienced cannot be doubted. 

Effect of Wood Preservation on Forest Management. — En- 
tirely apart from the problem of husbanding our forest resources 
is the effect of treating timber on the practice of managing our 
forests. By ^ving durability to woods which do not naturally 
possess it, the practice of wood preservation will in many cases 

' H. Matbeiu, Revue G^^^e dea Chemins de Fer, August, 1887. 
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govern tbe maimer in which certun forests will be composed and 
managed. 

Forestry teaches that trees grow according to defined onto- and 
pbylogeneric laws, like all other forms of life, and if these laws 
are violated, destruction will inevitably follow. A layman, for 
example, may not understand why a young tulip tree will not 
grow in his dense maple grove. 

The utilization of various kinds of timber has shown that some 
combine more valuable properties for man's purposes than 
others. A study of these properties has been brought about 
chiefly through dire necessity. Startii^ with the cream, man 
has been forced to the milk. The gums, for instance, classed as 
"tree weeds" a few years ago, are now eagerly •sought and util- 
ized. As a result of these two conditions, namely, the knowledge 
of the laws of tree growth and the inherent superiority of certain 
woods for commercial purposes, selected types of forests have been 
evolved. In other words, man endeavors to eliminate the unde- 
sirable species and foster the growth of those best fitted to his 
needs. The mixed pine and beech forests of Germany may be 
cited as an illustration. We have not reached this stage in the 
United States, but with the ever increasii^ intensity of forest 
management, nature's combinations will be eradicated, and in 
their place will be developed man's idea of the Society of tbe Se- 
lect. Nature's law which decrees, "Since no two organisms are 
alike, one must be better adapted to its surroundings than the 
other, and the less adapted must sooner or later perish," will be 
changed to read: "Since no two organisms are alike, one must be 
better adapted to man's needs than the other, and the less adapted 
must sooner or later perish." This is an illustration from Forest 
Ecology, which depicts man's disturbing influence in modifying 
various forms of life to best meet his requirements. Thus the 
American forestsof the future will be radically different in kind as 
well as in degree from those now existing. Of the forty odd 
species of commercial trees now found in the Appalachians, it is 
safe to state that not more than one-fourth will persist. Certwn 
trees, like the hemlock, will become commercially extinct, simply 
because it will not pay to grow them. This is not a view into 
the distant future; the careful selection of species is already 
common practice in Europe, and even now is being actively 
applied in our country. 

As stated, the commercial extinction of certain American 
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trees and the restriction of others is inevitable, and will be 
brought about because they lack certain specific qualities. 
These are of two kinds: 

1. Sylvical — the abundance and vitality of the seed; the re- 
sistance of the young plants to insects, fire, and animals; their 
adaptability to their environment; their rate of growth, etc., and 

2. Commercial — the size, strength, weight and beauty of the 
wood, its ease of workmanship, and its durability. 

Of all these properties, durability is one of great practical mo- 
meat and of direct bearing on this treatise. No method a 
known whereby all kinds of wood can be satisfactorily treated 
with preservaUves. Fortunately, however, the species beat 
adapted to treatment are among the most abundant, and possess 
certiun sylvical and commercial properties which give them a 
decided advantage over others. These properties bnefiy are: 
The vitality and prolificacy of the seed, rapidity of growth, and 
high percentage of sapwood. The following species may be 
classed in this group: Bull, lodgepole, loblolly, shortleaf, jack 
and scrub pines; Cottonwood, red and scarlet oaks, silver and red 
maples; white birch; buckeye; black and cotton gums. AH of 
these, with the possible exception of the bull and shortleaf pines 
and Cottonwood, are commonly classed as "inferior" species. 
When a timbered area is cut or burned over, these are the com- 
mercial species which usually first come in to reforest it. It 
should be noted that their rate of growth soon culminates. None 
of tbem are long lived, and none of them have durable wood. 
The inherent characteristics of these trees are such as to render a 
forest composed of them easy to propagate and manage. 

Wood preservation thus affects the composition of certain 
forests as the forests of the future will be grown for specific pur- 
poses. White oak will be as rarely used for cross-ties as black 
walnut now is for fence rails. Future stands of timber will often 
be composed of those species whose wood without the application 
of a chemical treatment would have such a limited demand that 
they could not be grown at a profit. 

Suppose that an individual or company has a tract of denuded 
land upon which it is decided to grow timber. Should slow or 
rapid growing species be planted? Which will pay better? Al- 
most invariably the wood of the former is more durable than 
that of the latter, but if figured on the basis of annual financial 
profit, the advantages are usually in favor of the latter. An 
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example may be cited: Loblolly pine in an index stand on a 70- 
year rotation will yield about 33,000 feet B.M. per acre; longleaf 
pine under similar conditions, on a 120-year rotation, will yield 
about 25,000 feet B.M. Assuming the value of the land and the 
coat of planting at $10 per acre, taxes 3 cents, fire protection 
and management 2 cents per year, and interest 4 percent, 
the total coat of growing the loblolly at the felling period will be 
$174 and the longleaf $1244 per acre. The future stumpage 
price of these species can only be predicted, but at the time the 
trees were cut, suppose the value to be $8 per thousand feet B.M. 
for loblolly and $13 for longleaf, or an advance in present prices 
of over 300 percent for loblolly and 400 percent for longleaf. 
The value of the crops per acre will then be respectively $264 
and $325, or a total profit of $90 for the loblolly and a deficit of 
$919 for the longleaf. Longleaf, in order to produce a profit 
equal to the loblolly, would have to be worth about $54 per 
thousand feet stumpage. At such a price it would be commerci- 
ally prohibitive. In other words, longleaf pine can be grown only 
at a loss. 

In order to take a moat favorable view of a question like the 
above, let us assume that the land is worth only $1 an acre and 
that the same yield will be obt^ned by natural reforestation. 
Hence, there will be no cost for planting. Moreover, we will 
a^ume no charge for protection. The cost of the crops per acre 
will then be $26.50 for loblolly and $192.90 for longleaf, or net 
profits respectively of $237 and $132 with an excess of $105 per 
acre for loblolly pine. Similar examples would be found to exist 
if other of our slow growing and more durable woods were com- 
pared with thoae listed in the so-called "inferior "group. 

Exceptions, of course, occur, notably with such species as 
black locust, catalpa, ost^e orange, chestnut, and eucalypts, 
which combine durability with rapidity of growth. But these 
trees are of small size or poor form or are subject to insect or 
f ungua attack or are decidedly limited in distribution. Whenever 
these species can be profitably grown their extension should by all 
means be encouraged, because they combine many of those quali- 
ties in strong demand and their subsequent treatment with 
preservatives is not a necessity. That the use to which its 
products will be put often controls the composition of a forest is 
further shown in this country by the plantations of various rail- 
roads. The Pennsylvania, for example, has planted large areas 
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to so-called "treatment woods," such as red oak in place of the 
slower growing white oak and other more durable woods mentioned 
above. The U. S. Forest Service is managing certain of ita 
lodgepole pine forests for the direct purpose of producing cross- 
ties. Without preservation, it would not pay to use this pine for 
ties because of its rapid decay. (See Plate I, Fig. A.) 

Wood preservation enables trees removed in thinning the forest 
to be put to a higher use than for fuel and by so doing permits 
thinnings to be more systematically and effectively made. 
If a forest plantation is started with 1200 trees to the acre, it is 
safe to assume that not more than 17 percent — or a total of 204 — 
will remain for the final crop. Those removed will have been cut 
in the several thinnings when the trees were yet immature, in 
order to give room for the more thrifty trees. The revenue 
derived from such thinnii^s is usually figured on the fuel value of 
the wood. Such small trees, however, if cut for posts or even 
poles, and treated, will have their value appreciably augmented, 
so that thinnings can be made to yield a larger income. Sup- 
pose the plantation is loblolly pine and the first thinning is made 
at 20 years, 600 trees per acre being removed. These will be 
about 3 inches in diameter and 20 feet high, hence too small to 
be used advatftageously even for fuel. The first thinning will 
therefore represent a direct apparent loss, which, however, will 
be recovered by the accelerated growth of the remaining trees. 
The second thinning will be made at 40 years, and 400 trees will 
be removed. These will have reached a diameter of 8 inches and 
a height of 45 feet. If cut for fuel, they would yield about 13 
cords worth about $1 per cord stumpage. If cut into posts, bow- 
ever, they would yield about 1600 worth at 2 cents each stump- 
f^e a total of $32. Posts of this species, or more generally of 
inferior species, are worth little unless treated, but when treated 
their durability may equal or excell that of the more costly 
varieties, so that it will often prove cheaper to use them. In- 
creased profit derived from thinnings will enable them to be more 
systematically and carefully made and thus the application of a 
more intensive system of forest management is made possible. 
The practicability of a forest working plan depends very lately 
and in some cases entirely upon direct financial returns, and in 
any case, if the plan can be made to produce such returns, it 
will enable forest principles to be more readily applied. 

Other thii^^ being equal, conservative lumliering pivots upon 
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the value of the top logs. Change this value and you change the 
system of marketing. Wood preservation enables the top and 
inferior logs to be used to better advantage than if left in the woods 
to rot or Bawed into lumber. By raising their value, it intensi- 
fies the utiliKatiou of timber and fosters its more conservative use. 
Thus the top logs of such trees as the yellow poplar, black wf^nut, 
maple, birch, etc., possess so little value that they are often left 
in the woods to rot, or when sawed into lumber are frequently 
sold at a loss. For example, the value of lumber cut from 
yellow birch logs in the Adirondacks in 1904, 14 inches or less in 
diameter, was $9.37 per thousand. The cost of stumpage, leg- 
ging, and manufacturing was at the lowest figure $10.50 per thou- 
sand. The operators therefore lost $1.13 per thousand on all 
such logs removed. For beech the loss amounted to $1.80 per 
thousand feet B.M. If these logs had been cut into railroad ties, 
they would, at $5 per thousand stumpage and 15 cents each for 
lo^ng and manufacture, have cost about 32 centa each and sold 
for 45 cents each, or a net profit of about $3.90 per thousand feet 
■B.M. Untreated ties of this species have little use on account 
of their rapid decay. Some lumber companies have already 
realized the important part wood preservation is playing in their 
operations and are now manufacturing their log* which are in- 
ferior for lumber into ties. An eifective system of forest manage- 
ment will recognize this and will change the manner of harvest- 
ing the timber so as to get greater returns from it. 

Wood preservation accelerates the removal of fire-ldlled and 
dead timber and enables areas so denuded to be more speedily 
reforested and placed upon a profitable basis. Dead timber, 
whether standing or down, decreases in value each year and land 
encumbered with it can be likened to capital stock earning no 
dividend but compelled to pay annuities. There are thousands 
of acres of just such land in the United States. It is often im- 
practicable to use such dead trees for lumber because of their 
extensive checks, the stained condition of the wood, or holes 
bored by insects. Furthermore, on account of rapid decay, the 
wood may not be usable even for ti«M, mine props, etc. If 
treated with preservatives much of this timber can be marketed. 
Tests made by the author on fire-killed lodgepole pine in Idaho 
proved it was in ideal condition for preservative treatment. 
When cut for such purposes it« stumpage value in comparison 
with its former fuel value was raised about 60 percent. 
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FiQ. A. — A stand of young Lodgepote pine ia Idaho. (Forest Service photo.) 



Fio. B.— Egyptian coffin dating from the XII dynasty (2000-1788 B. C). 
The only restorations are three cleats on the bottom of the coffin, otherwise 
it is in almoBt perfect preservstion. (Photo through courtesy of the Metro- 
politan Mueeum of Art, Xpw York.) 



..Gpcgk 



Fio. C. — Lentioiis lepideua. (Forest Service photo.) 



Via. D. — Lenizites sepiaria. (Photo through courtesy of C. J, Humphrey.} 
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HistotT of Wood Preservation. Egypt.— Thz earliest records 
of the artificial preservation of organic bodies are found in Egyp- 
tian history. The skill shown by the Egyptians in enbalming 
bodies proves that they carried the art to a high state of perfec- 
tion. Apparently the wooden coffins in which the bodies were 
placed were given no special treatment, so that their durability 
can be accounted for only by the exclusion from the wood of 
sufficient moisture to allow the growth of wood-^^estroying 
organisms. As sycamore was largely used in the construction 
of these coffins, this furnishes excellent proof of the durability 
of wood when it can be kept dry; in fact, in such a condition its 
life is indefinite. (See Plate I, Fig. B.) 

Such was not the case, however, in the preservation of the bod- 
ies. It is definitely known that these were impregnated with 
antiseptics, although the exact manner in which this was done is 
still a matter of conjecture. From the writings of Herodotus 
it appears that the bodies were first steeped in natrum (a natural 
substance found in the briny lakes near Cairo and composed 
principally of sodium sesqui-carbonate, sodium chloride, and so- 
dium sulphate) for about 2 months, after which they were sub- 
jected to a bituminous preparation, perhaps by boiling or baking 
in an oven. Pettigrew extracted the preservatives from the heart 
of a mummy which had been in a perfect state of preservation 
for over 3000 years, and the heart at once putrified. Petti- 
grew's experiments show that the mummies prepared in natrum 
alone were not as well preserved as those in which solid re^ns or 
bitumens were found. 

Europe. — The quantities of wood used by the early Greeks 
and Romans in their buildings and bridges caused them to meet 
squarely the problems of preserving it from decay. Thus among 
the first attempts were the placing of stone blocks under wooden 
pillars to keep away soil and vegetation. The tops were also 
capped in this manner and it is thought that these early practices 
are the origin of the base and capital of our modem stone pillars. 
The antiseptic value of essential oils was also well understood, 
these being obtained from the olive tree and from various cedars 
and junipers growing along the Mediterranean. The practice 
was to ^ther rub these oils over the surface of the wood to be pre- 
served, or to bore numerous small holes in the wood and pour oil 
into them. In this manner the mf^nificent statue of Jupiter by 
Fhideas and the famous statue of Diana were preserved. Pliny 
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asserts that the oils not only retarded decay but kept the wood 
free from insect attacks. It was common practice among the 
Romans and but dwellers of the Baltic to char their timbers 
which were used for piling before placing them permanently in 
their structures. This method of preserving wood is used even 
to the present day. 

It was perhaps the rapid decay of timber in the British warships 
that gave wood preservation its first great impetus. It is re- 
ported that 40 acres of oak forest were required to construct a 70- 
gun ship and that the great prevalence of rot in the vessels as- 
sumed the proportions of a national calamity.^ M. Paulet in bis 
book entitled, "Conservation des Bois," enumerates 173 proc- 
esses or methods that were tried, most of which proved unsuccess- 
ful. About this time Holland was also wrestlii^ with the pres- 
ervation of the timbers used in the construction of her dykes and 
marine structures. Later came the development of the steam 
engine and birth of the locomotive, which brought a new drain on 
the forest, principally for cross-ties, so that some method of 
preserving wood became a positive necessity. It was during 
the fii^t quarter of the 19th century that modern methods of 
injecting wood may be considered as beginning, although tho 
most successful attempts did not come until a few years later. 
It is interesting to note that the most efficient preservatives were 
used several years before patents were taken out on them, or 
even before their use was commercialized. Thus mercuric 
chloride was used by Homberg in 1705 and by De Boissieu in 
1767, although it is with Kyan's name that the salt is best known, 
be having taken a patent on its use in England m 1832. Even 
to the present, its use is commonly called "Kyanizing." So it is 
with copper sulphate, recommended by De Boissieu and Borde- 
nave in 1767 and best known as "Margaryizing," although 
Margary's patent was not granted until 1837. Chloride of zinc 
was recommended by Thomas Wade in 1815 and by Boucherie 
in 1837 but its use is referred to as " Burnettizing " from the pat- 
ents of Sir William Burnett in 1838. Franz Moll took out a 
patent in 1836 for injecting wood in closed iron vessels with oils 
of coal-tar but the practical introduction is attributed to John 
Bethelt, whose patent is dated 1838 and whose name is now fam- 
ous in the art of preserving timber. It is reported that Bethcll's 

' The Preservatioii of Timber by the Uae of Antiseptic." Samuel B 
Boulton, 1885. 
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process required the timber to be in an air-seasoned condition 
before the preserving oils were injected. The treatment of green 
timber with creosote by first using steam followed by a vacuum 
prior to impregnation with the oil is attributed to Hayford.' 

The marked success met with by the use of the preservatives 
mentioned gave a pronounced impetus to the wood-preserving 
industry throughout Europe. Later, progress was directed more 
to perfecting the use of these preservatives than in attempting to 
introduce new ones. Thus it was found that zinc chloride had a 
teadency to leach from wood, and to overcome this objection as 
well as ^ve added effectiveness to the treatment, Julius Rtitgers 
introduced in Germany about 1874 a method of treating ties 
with a mixture of zinc chloride and creosote. This method has 
met with considerable favor in Germany and is now one of the 
leading proc^ses in use in that country. The excellent results 
secured with coal-tar creosote have always caused this pre- 
servative to he held in very high repute. Its comparatively 
high cost led Max Iteuping to take out a patent tn Germany in 
1902 on a process of impregnating it into wood, and subsequently 
withdrawing a part of it so that the total amount of oil actually 
consumed was greatly reduced. This process named after the 
inventor, has also met with pronounced success in European 
countries. Several other methods of treating wood have lately 
been exploited in Europe but few of them have met with the suc- 
cess of the Bumettizing and Bethell processes. 

Wood preservation is now practised in all the leading European 
countries. In England creosoting appears most popular, while 
in Germany both creosote and zinc chloride are extensively used. 
The same is true of France, where appreciable quantities of poles 
are still impregnated with copper sulphate. Not only ties and 
poles but vast quantities of mine timbers, paving blocks, piles, 
posts, vineyard sticks and lumber are now annually treated, so 
that the industry may be considered as permanently established 
and an engineering necessity. Figures on the amount of wood 
treated in Europe are not available, but it is reported that about 
16,000,000 ties are annually preserved and that the total number 
of plants in operation is about 70. It appears, therefore, that 
the plants in Europe have on the averse a much smaller capacity 
than those in our country. 

United SUUes. — The commercial application of wood preserva- 

> Baprint, Journal of Franklin Institute, 1878. 
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tion in our country first became of practical importance in 1848, 
when a Kyanizing plant was built at Lowell, Mass. A great 
many teats, however, had been carried on in a more or less 
primitive way previous to this. For example, Kyanized chestnut 
ties were laid near Baltimore in 1838 by the Northern Central 
Railroad. The Lowell plant was built primarily for the treat- 
ment of timbers used in the locks and canals on the Merrimac 
River. It operated the Kyanizing process for 2 years, and then 
substituted the zinc chloride method, but in 1862 the ofiBcials, 
becoming dissatisfied with these treatments, reverted to Kyaniz- 
ing, and since this date the plant has been in more or less con- 
tinuous operation. 

In 1856, the Vermont Central Railroad erected a Bumettizing 
plant for the treatment of bridge timbers and ties, but it was 
abandoned after being in operation 4 years. About this time 
the Cbic^o, Rock Island and Pacific, the Boston and Albany and 
Erie Railroads built plants for the treatment of timber with zinc 
chloride. All these plants met with but partial success, princi- 
pally because of the then abundant supply of timber and the high 
cost and inexperience in handling treated timbers. Operators 
could not accustom themselves to the delay which timber treat- 
ments entailed; consequently few plants treated their timber for 
a sufficient period to enable it to be properly impregnated with 
the preservative. In 1863 the Philadelphia, Washington and 
Baltimore Railroad, and in 1867 the Philadelphia and Reading 
Rwlroad built Bumettizing timber-treating plants, but both had 
a short life due to the unsatisfactory results secured. In 1865, 
the Old Colony Railroad erected a plant at Somerset, Mass., for 
the treatment of bridge timbers with creosote. This, apparently, 
represents the first practical attempt to use tliis material in the 
United States. The work was done with a rush and in a careless 
manner, much of the timber being trimmed after it was treated. 
In spite of this, the work was considered a success. 

In 1867, Professor Seeley of New York obtained a patent for 
treating timber without the use of pressure. He erected treat- 
ing plants in New York, Chicago, and at the St. Clair Flats in 
Michigan. His claim was that green timber could be treated 
just as effectively as seasoned timber. This, however, accounts 
in a lai^e measure for Seeley's fulure. His process was neverthe- 
less adopted by the Government for its work at the St. Clair Flats 
in the construction of dikes, etc., along -its canal, and by the 
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Chicago, Rock Island and Pacific and the Chicago, Burlington 
and Quincy Railroads. At the World's Fair in St. Louis in 1904, 
von Schrenk revived this "open tank" process, and its use was 
later on made the subject of careful study by the U. S. Forest 
Service, until there are now several plants in operation in this 
country. 

About the time Seeley's process was being promoted, Mr. L. S. 
Robbins introduced a method iu which be impregnated timbers 
with vapors of creosote. This process was extensively adver- 
tised and local companies were formed in New York, New Jersey, 
Pennsylvania, Massachusetts, Connecticut, and California with 
laige capital. It failed, however, in practically all cases, espe- 
cially where it was used in marine construction. Mr, C. B. Sears, 
en^neer in charge of the government works in California, states 
"that it failed absolutely to protect the timber from the Teredo, 
wnich was not more than 2 months longer in attacking it than 
the untreated timber, and when once in, its action seemed to 
be more rapid." 

About 1870 Mr. Tbilmany treated a great many ties with 
copper sulphate and barium chloride for the Wabash, Pennsyl- 
vania and Ohio, Lake Shore and Michigan Southern, Cleveland 
and Pittsburg, and Baltimore and Ohio railroads, but the process 
met with the fate of most of its predecessors and it waseventually 
abandoned. 

In 1872, it is reported, Mr. Geoige H. Fletcher boiled some 
paving blocks in dead oil of coal-tar and laid them in the yard of 
the New Orleans Gas Light Company. They absorbed about 20 
pounds of oil per cubic foot and when inspected 30 years after- 
ward were thoroughly sound. 

Modem timber processes may be considered as beginning in 
this country in 1875, when a creosote plant was erected at West 
Pascagoula, Miss., for the treatment of timbers used by the Louis- 
ville and Nashville Railroad. This plant is still in operation and 
has met with marked success in its work. In 1878 Eppingor and 
Russell operated their creosote plant in Long Island City, N. Y. 
In 1879 the New Orleans and North Eastern Railroad built 
a similar plant primarily to treat the timbers used in the bridge 
across Lake Ponchartrain. From this period on the wood- 
preserving industry has permanently grown, the Wyckoff Pipe 
and Creosoting Company erecting a plant in 1881, the Colman 
Creosoting Company in 1884, the Santa Fe Railway Company in 



)v Google 



14 THE PRESERVATION OP STRUCTURAL TIMBER 

1885, the Chicago Tie Preserving Company in 1886, etc., until 
at the present time there are now about 90 plants iu operation 
scattered all over the United States and treatli^ annually over 
125,000,000 cu. ft. of wood, (For complete list see Appendix.) 

It is interesting to note that the first successful attempts in 
timber preservation in this coxintry were not made on account of 
scarcity of timber, but because of the high cost of replacing it after 
it had deteriorated. For example, the timber-treating plant 
built by the New Orleans and North Eastern Railroad was erected 
to treat the timbers used in constructing the Lake Ponchartrain 
bridge, as these, without treatment, would not last more than 
3 or 4 years due to rapid decay and attack by borers. 
Although treated in 1875, many of these timbers are still sound 
and in service. Some method of preservii^ the wood was there- 
fore an absolute necessity to the railroad company in order to 
maintain this bridge. Similar conditions prevailed in other 
places along the Atlantic Coast and in mines, but the gradual 
depletion of our forests and rise in the value of lumber has given 
a further impetus to the growth of the industry so that there are 
now but few places in the United States where wood preservation 
will not pay. 
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FACTORS WHICH CAUSE THE DETERIORATION OF 
STRUCTURAL TIMBER 

Discussion of Their Relative Importance. — Timber placed in 
service is subject to deterioration from many causes, and its 
strength eventually becomes so weakened that it must be re- 
moved and replaced with sound timber or some other material. 
The chief factors which cause such deterioration are decay, 
insects, marine borers, mechanical abrasion, and fire. Other? of 
less extent are alkaline soils, birds, and sand storms. Our 
country is so vast and its development has been so rapid, that it 
is absolutely impossible at this time to even estimate with any 
degree of accuracy the relative importance of the above factors 
responsible for the deterioration of structural timbers. In the 
absence of statistics, it seems very probable, however, that decay 
is by far the moat important, as enormous quantities of wood rot 
annually. Next in rank to decay, perhaps, comes mechanical 
destruction, such as the railcutting of ties; then in gradually de- 
creasing amounts, fire, insects, and marine borers. We will dis- 
cuss in this chapter the manner in which these destructive agents 
work, as it will aid in understanding the protective measures 
taken to overcome them. 

Decay. — On this subject volumes have been written, and it 
seems strange that even at the present time the cause of decay 
is a matter little understood by many timber treating engineers.^ 
For this reason it is felt desirable to review the more essential 
facts that are known in the hope that they may clearly fix the 
basic principles of fungous growth. The prevailing theory about 
1840 as to the cause for decay in timber was molded by the 
opinion of the great chemist Liebig. Liebig taught that the proc- 
ess of fermentation In certain fluids and the putrefying or decay 
of oi^anized bodies, animal and vegetable, were caused by a 
species of slow combustion to which he applied the term "erema- 
causis;" that it required for its ordinary development the pre»- 

' See I^ceedinga American Wood Preserveis' AssociatioD, 1912. 
1£ 
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ence of moiBture and atmospheric air; that its action was pro- 
voked by oxygen and its method of action was by a communica- 
tion of motion by the atoms of the affected ferment to the atoms 
of the body affected. He denied that fermentation, putrefaction, 
and decomposition were caused by fungi, parasites or infusoria, 
although th^e organisms might sometimes be present during 
the process.' 

With the introduction of the microscope and the consequent 
intenave study on the minute forms of life, the theory of Liebig 
gradually became shattered. The bodies of mammoths pre- 
served in ice through countless ages, the fragments of wooden 
piles which have endured undecayed for centuries when driven 
deeply below the surface of water, all confirm the experiments of 
Pdateur and Tyndall and prove the exclusion of germs prevents 
decay. Specimens are on exhibition of a sound wooden pile 
known as the remains of a bridge (destroyed by fire) which was 
constructed by Charlemagne across the Hhine; of pieces of piles 
in the foundation of the bridge across the Medway at Rochester, 
which was destroyed by Simon de Montfort in 1264. Thousanc^ 
of exact laboratory tests have established beyond all peradven- 
ture, that the true cause of decay in timber are low forms of 
plants called fungi and bacteria. The action of bacteria in de- 
caying wood is not clearly known even to this day, but there is 
little reason to doubt but what the same methods used in com- 
batii^ fungi will prove equally as effective in combating them. 

Only a comparatively small percent^e of fungi and bacteria 
have the ability to decay wood and a great many will not even 
grow on wood. Of those which do grow on wood it is customary 
to divide them, in a discussion of this kind, into "harmful" or 
wood destroying and "harmless" fungi. All fungi are forms of 
plants which are parasitic, that is, they are dependent on other 
plants for their existence. They all lack "chlorophyll," a sub- 
stance which gives plants their green color and which is instru- 
mental in taking the gases from the air and transforming them 
into plant substance. 

Fungi reproduce in two ways, (1) sexually, by means of minute 
"spores" which can be likened to tiny seeds, and (2) asexually, 
by means of "mycelia" which can be likened to minute roots. 
The spores are blown about by the wind like very fine particles 

■ S. B. Boulton, The Preservatioo of Timber by the Use of Antiaep- 
tioB, 1885. 
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of duat, and when they alight on wood, start to germinate and 
sead their fine mycelia into the wood gradually decaying it. 
If these mycelia come in contact with sound wood, as for example, 
when a piece of decayed wood touches a piece of sound wood, they 
grow into the sound wood and will ultimately decay it. In this 
way, decay is also spread. Some fungi have the ability to send 
their mycelia over materials which they will not attack, in their 
search for wood. Thus if two pieces are separated a foot or 
more apart, the mycelia from the decayed piece may reach out 
over this space and attack the sound piece. This characteristic 
is common in the so-called "house fungus." By the secretion 
of little understood chemicals by these mycelia, the wood fiber 
is dissolved and its substance serves as food for the fungus. 
These chemicals are termed "enzymes" or "fermenta." Since 
fungi vary greatly in their capacity to secrete ferments, we have 
the key to their widely varying action upon timber. It is only 
those fungi which attack cellulose and llgnin v^rously that 
effect the durability of timber to any serious d^ree. Give them 
a favorable temperature and proper moisture and air supply and 
the destruction proceeds rapidly. 

Fungi may be classiSed in regard to the form and habit of 
growth of the "mushrooms" technically called "fruiting bodies." 
Based on these characters, the "harmful" or wood destroying 
fungi may be divided into three classes: 

1. Fleshy forma of the "mushroom" types which have a dis- 
tinct stem, a more or less circular cap with plates or "gills" on 
the under side. This claas contains few destructive forms. (See 
Plate I, Fig. C.) 

2. Fungi which are tough, corky or woody and which have no 
stem, but are attached to the wood by the side of their rough 
semicircular caps. (See Plate I, Fig. D.) The under surface is 
provided with pores of various outlines, circular, angular, or 
sinuous. Frequently the caps grow in clusters, one above the 
other. This claas contains many destructive kinds. 

3. Fungi similar to those in class (2), but whose under surface 
is smooth and not differentiated with pores or plates. (See Plate 
11, Fig. A.) 

The "harmless" fungi are comparatively few. There are 
several species similar to those described in class (1) which grow 
on wood after it has reached an advanced stage of decay. Another 
form (Schizophyllum commune) having a wide distribution is 



)v Google 



18 THE PRESERVATION OF STRUCTURAL TIMBER 

small, white, thin, leathery, and flexible, and baa a bracket-like 
appearance. It frequently occurs on sound oak or pine and livee 
mostly on the sugars and starches in the wood. Other fungi 
which are white, green, brown or black and commonly called 
"molds" also belong to the "harmlesa" group. They produce 
the stain in wood but do not injure its strength to any appreciable 
extent.' 

Insects. — The deterioration of timb^ through insect attack 
ia greatly underestimated in this country. This matter has 
been made the subject of a special investigation by the U. S. 
Bureau of Entomology and it is estimated that the annual loss 
from this cause amounts to $100,000,000.* Round timber with 
the bark on, such as poles, posts, mine props, saw logs, etc., 
is particularly subject to attack by round-headed borers, timber 
worms, and ambrosia beetles. Frequently the insects continue 
the work in the unseasoned and even dry lumber cut from \q^ 
which had been previously infested. Their prolonged activities 
in mine timbers are well known; also in cabins, and rustic furni- 
ture. Hickory hoops and poles are often rendered worthless by 
borers and beetles. Stave and shingle bolts, handle or wagon 
stock, and pidpwood are peculiarly subject to attack. Although 
termites are not usually associated with the destruction of timber 
in this country, nevertheless they cause considerable damage to 
poles and construction timbers used in buildings, sometimes 
completely destroying them. Many of the insects not only feed 
on the wood but burrow into it for their protection or breeding 
grounds. This, of course, weakens the wood and allows channels 
through which water and the spores of destructive fungi can 
enter. Each species of insect has its own peculiar method of at- 
tack so that it is not possible in a treatise of this kind to describe 
all of them. Two rather typical examples will, however, be 
given: The "powder-post insect" which bores into dry wood 
and the "pole borer" which attacks poles and similar products. 

The Powder-post Insects.* — "The adults or winged forms of this class 
of insects are small, slender or stout, brownish to nearly black beetles, 

' For A scientific discuBsion of the destruction of cellulose by funfri and bac- 
teria, the reader is referred to Bulletin 266 of the U. 8. Bureau of Plant In- 
dustry, by MrBeth and Scales. 

' arcular 129, U. 8. Bureau of Entomolt«y, A. D. Hopkins, 19Xa 
■ Circular 5S, U. S. Division of Entomolc^y, by A. D. Hopkins. 
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Fia. B. — (I)The pole borer, male and female beetles. (2) Young larv* 
(Circular 134, U. S. Bur. Entomology.) 
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FiQ. G. — Gallery of the pole borer. Fia, D. — Mines of the pole 
borer near the Burface of the 
ground. 
Work of the pole borer (Pamndra bninnea Fab.) in an untreated chestnut 
pole. (Circular 134, U. S, Bur. of Enttimology.) 
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which upon emerging from the wood where they breed and pass the win- 
ter, fly or crawl about iu search of suitable wood material in which to 
deposit their e^. 

The different species vary in their habits and life history, from the egg 
to the adult, but in general that of the true powder-post beetles is as 
follows: The winter is passed in the wood. The eggs are deposited under 
normal conditions soon after activity commences in the spring, while 
in storehouses and buildings kept warm and dry they may continue their 
activity through the year and deposit eggs much earlier. The minute 
whit« "worm" or grub (the second stage of the insect known as the 
larva), upon batching from the egg, proceeds to burrow in and throi^h 
the wood in all directions, feeding and growing as it proceeds, until it has 
attained its full growth. It then excavates a cell at the end of its burrow, 
in which it transforms to a semidormant stage (the pu[fa, or third stage 
in the insect's hfe), remaining thus until the legs and wings have fully 
developed, when it bores its way out and appcara as the matured adult or 
beetle (the fourth stage), to mate and repeat the life process. Under 
normal conditions, so far as is positively known, there is probably only 
one generation annually. 

Each female deposits many eggg, and many females oviposit on or in a 
Hugle piece of wood, so that the combined work of their numerous pro- 
geny, borrowing through the wood in quest of food for their development, 
results in the complete destruction of the interior wood fiber and its con- 
version into a mass of fine powder. If the first attack and the first 
generation do not accomplish this destruction, subsequent generations 
will follow in the same wood until nothing of the solid fiber is left but a 
thin outer shell." 

The Pole Borer.' — Thia insect (Parandra brunnea Fab.), is an 
elongated, creamy-white, wrinkled, round-beaded grub or larva. 
(See Plate II, Fig. B-2.) It hatches from anegg deposited by an 
elongate, mahogany-brown, ahiny, flattened, winged beetle, from 
two-fifths tofour-fifthsofaninch in length. (SeePlateII,Fig.B-l.) 
It appears that the eggs are deposited from August to October ia the 
outer layCTS of the woodofthepolenearthesurfaceof theground. 
The young borers, upon batching, excavate shallow galleries in 
the sapwood, then enter the heartwood, the mines being gradually 
enlarged as they develop. As they proceed they closely pack 
the fine boring dust behind them. This peculiar semidigested 
boring dust, which is characteristic of their work, is reddish to 
dunnish yellow in color and ha^ a clay-like consistency. The 
burrows eventually end in a broad chamber, the entrance to which 

* Circular 134, U. S. Bureau of Entomology, by T. E. Snyder. 
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ia plugged with excelsior-like fibers of wood. Here is formed the 
resting stage, or pupa, which transforniB to the adult beetle. 
Often all stages, from very young grubs only about one-fourth 
inch long to full-grown grubs over 1 inch long, pupie, and adulte 
in all stages to maturity are present in the same pole. Adults 
have been found flying from July to September. 

The insect attacks poles that are perfectly sound, but will work 
where the wood is decayed; it will not, however, work in wood that 
is "sobby" ("wet rot), or in very "doty" (punky) wood. It 
haa not yet been determined just how soon the borers enter the 
poles after they have been set in the ground. However, poles 
that had been standing only 4 or 6 years contained larvie and 
adults of this borer in the heartwood, and poles that bad been 
set in the ground for only 2 years contained young larvie in 
the outer layers of the wood. 

The presence of the boPCTS in injurious numbers can be de- 
termined only by removing the earth from about the base of the 
pole; the large boles made when the adulte come out are found 
near the line of contact with the soil. Often large, coarse borings 
of wood fiber project from these exit holes. Sometimes the old 
dead parent adults are found on the exterior of the poles under- 
ground. During August the young adults may be found in 
shallow depressions on the exterior of poles below the ground 
surface. 

Marine Borers. — In many places along both the Atlantic and 
Pacific coasts timber used for piles in wharfs and other marine 
structures is attacked by marine wood borers. There are many 
kinds of such borers but those which occur in our waters can be 
classed into three genera of mollusks, Xylotrya, Nausitoria, and 
Teredo, commonly known as "shipworma," and two of crus- 
taceans, Limnoria, Cbelura, commonly called "wood lice." 

The activities of the shipworms were known to the ancient 
Romans, who sheathed their ships against them. Clement 
Adams in the reign of Edward VI notes that upon the squadron 
sent out to discover the Northeast Passage — "they cover a piece 
of the keels of the shippe with their sheets of leade, for they had 
heard that in certaine partes of the ocean a kinde of wormes is 
bredde, which many times pearceth and eateth through the 
strongest oake that is,"' 

1 "Hakluyt's Voyages," Vol. II, p. 241. 
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Xylotiya, Nausitorui, and Teredo' in atructure a,nd mode of 
life are very much alike. Hence for all practical purposes a 
deacripUon of the work of Xylotrya will be sufficient (see Fig. 
1). The average diameter of an egg is less than 1/500 inch, and 
a single worm may lay 100 million in a season. When the egg 
hatches, the embryo swims around for about a month and the 
exposed surface of the wood is then attacked by countless thou- 
sands of them which immediately b^n to bore. The hole by 
which it enters is minute, but beneath the surface the burrow is 
soon enlarged to accommodate the rapidly growing body. The 
burrow attends usually in a longitudinal direction and follows 
a very irr^ular, tangled course. 

There is some controversy as to the method by which boring 
is accomplished. It is possible that the body is held rigidly by 




Fio. ■ 1.— Xylotrya or ahip 



an extensile sucker-like foot, ordinarily incased within the two 
shell valves (Fig. 1, a), and that the two valves revolve around 
this, cutting the wood away with fine, hard, tooth-like protuber- 
ances. It is possible on the other hand that the muscular ring 
near the posterior end of the body (Fig. 1, 6) is pressed firmly 
against the walls of the burrow, and that the whole body, including 
the shell valves and foot, revolves slightly in both directions, the 
shell valves doing the cutting. It is probable, however, that the 
boring is done by a united action of the valves and foot. The 
posterior muscular end is probably the only portion of the body 
held rigid. The valves revolve slightly, cutting into the wood, 
partially in front and partially on the sides. At the same time 

' Circular 128, U. 8. Forest Service, " Preaervation of Piling agsinat Mar- 
ine Boren," by C. S. Smith, 1908. 
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the foot, either by the secretion of an acid substance, or of 
spicules used as a grinding medium, assists in breaking down the 
wood fibers directly in front of the advancing mollusk. The 
hardest knots are penetrated with ea3e, but the softer parts of the 
wood are preferred. As the body grows it secretes a calcareous 
substance to form a hard lining around the burrow. This is 
thicker in soft, porous woods than in those which are hard and 
dense. 

At the posterior end of the body, just below the muscular ring, 
are two siphons, or tubes (Fig. 1, c). Through the shorter one 
the fine borings are ejected with the excreta; through the longer 
one water and food are taken in. The food consists wholly of 
infusoria, and is not obtained from the wood itself. The sole 
object of boring into the wood is to secure a place of shelter. 

Xylotrya rapidly attains maturity. High temperatures pro- 
mote quick work and hasten bodily development. The size 
attained by the adult depends upon the species, the locality, and 
the obstacles to excavation. In rare cases a length of 6 feet, with 
a diameter of over 1 inch, is said to be attained. Other species 
seldom attain a length of over 5 inches or a diameter of over 
1/4 inch. 

The portion of the pile commonly attacked is that between 
mean tide-water mark and a point about 4 feet below low water, 
though sometimes it extends downward as far as the pressure 
of the water will permit. The entrance holes do not indicate the 
extent of attack, as the entrance may be at mean tide-water 
mark and the active boring head several feet above. On the 
other hand, part of the excavation may be below the mud line, 
though the entrance is never so situated. More than half of the 
weight of the structure may be removed without any visible signs 
of deterioration upon the surface. When the worm is dead, the 
minute entrance boles often become filled with mud or debris, 
so that it is impossible to discover the true condition of the pile 
without chopping into it. 

The I^olas is primarily a marine stone borer but certain species 
will attack wood. In form it resembles a long clam. In boring 
it braces its open shell against the sides of its excavation, while its 
long sucking foot emerges and rubs the surface of the stone or 
wood. Particles of sand are operated between the foot and the 
stone or wood, thus grinding the excavation. Granite, marble, 
or any kind of stone seems to be attacked. Fortunately, its 
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ravages on wood are not as extensive as the Xylotrya and 
Teredo. 

Undoubtedly all shipworma thrive best under the influence of 
beat, though some can endure a relatively low temperature. 
Certain species have been reported from as far north as Eastport, 
Me. Since warm water increases their activity and permits 
them to continue their attacks throughout the greater portion 
of the year, shipwormB are most destructive from Chesapeake 
Bay south to Florida, on the Gulf of Mexico, and along the entire 
Pacific coast. 

The shipworm may be present in some waters, yet absent in 
others near by. This is usually due to a difference in the water. 
Xylotrya appears to be able to endure the brackish water of the 
inner New York Harbor, while Teredo cannot hve there, though 
it is present in the ocean just outside. The shipworm is very 
active on the north Pacific Coast, yet it is absent about the mouth 
of the Columbia Kiver, where the amount of salt in the ocean is 
influenced by the inflow of fresh water. The effect of water 
conditions was also noticed in Holland during certain years in 
which the worms were unusually destructive. Little rain fell 
during those years, and the small amount of river water brought 
to the coast was thought to have allowed the ocean to become 
more saline about the mouths of these streams. Analyses show 
that there is a variation in the proportion of salt present in the 
waters of the coast during the dry and the rainy seasons. 

Observations along Chesapeake Bay and the Gulf of Mexico 
indicate the species found there will thrive in waters with a saline 
density indicated by a specific gravity of from 1.0054 to absolute 
saturation, 1.0333; that they thrive in temperatures of from 
55° F. to the highest found along our coasts; that they work in 
absolutely clear and in very turbid water; that they seldom work 
to a depth of over 30 feet; and that the worst attack is usually in 
the very salty, warm, clear waters. 

The length of time required to destroy an average, barked un- 
protected pine pile in different localities is shown in the following 
table: 

From this table it will be seen that the average life of an un- 
treated pine pile on the Atlantic coast south from Chesapeake 
Bay and along the entire Pacific coast is but from 1 to 3 
years. 
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1 1/2 yeare 
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3y««^ 


18-20 months 



Limnoria. — Of the crustacean borere, Limnoria, or the "wood 
louse," is one of great importance (Fig. 2). It is gregarious in its 
habits, and is about the size of a grain of rice. The wood in 
which it tunnels furnishes both food and shel- 
ter. Boring is done with very sharp man- 
dibles. The little galleries excavated are about 
1/2 inch long and only slightly larger in dia^ 
meter than the borer. The galleries extend 
inward radially, side by side, in countless 
numbers, so that the wood partitions between 
them are very thin and are soon destroyed by 
wave action, thus exposing a fresh wood sur- 
face to attack. Boring is carried on at the 
rate of about 1/2 inch per year. Soft and 
hard woods are both destroyed, but soft woods 
much more quickly. If possible, knots, dense 
summerwood, and other obstructions are 
avoided. The attack is usually centered upon 
a limited zone above and below low-wat^"- 
mark. Hence where the tide is great the 
surface reposed to attack is large. 
Limnoria is reported by the U. S. Fish Commission as occurring 
rarely at a depth of 40 feet. It has a wider temperature range 
than Xylotrya, but requires pure salt water and cannot exist 
in dirty or fresh water. It is found along the Atlantic 
coast from Florida to Nova Scotia. It occurs sparingly in Long 
Island Sound, is quite abundant along the coast of Massachusetts 




Fia, 2. — limnoria. 



)v Google 



DETERIORATION OP STRUCTURAL TIMBER 25 

and in the Bay of Pundy. It also does great damage along the 
whole Gulf of Mexico, on the north Pacific coast around Puget 
Sound, and in the Straits of San Juan de Fuca. Receat exami- 
nations of marine timbers show the Sphieroma to be very de- 
structive along the Atlantic and Gulf Coasts. 

All the woocb commonly used for piling are subject to the at- 
tacks of marine borers. Some doubt has been expressed whether 
borers attack certain species which are not indigenous to this 
country and some native woods that have an extremely porous 
structure. Examples of the first class are certain eucalypts, and 
of the second class, palms and palmettos. From investigation it 
is clear that species of the first class are not immune from attack, 
and that those of the second, although practically immune, are 
found in such small quantities and are so lacking in the require- 
ments of structural timbers that the fact is not important. Hard- 
ness is no barrier to attack, although boring is probably slow in 
dense woods like ebony, eucalyptus, etc. Whenever partial or 
complete immunity is reported, it is perhaps largely due to local 
conditions rather than to the kind of wood. 

Mechanical Abrasion. — Wood placed in service is often de- 
stroyed solely from mechanical causes, and when these cannot be 
mitigated or eliminated, the protection of such wood from decay 
is frequently inadvisable. Of the various forma of structural 
timbers, cross-ties are most subject to serious mechanical wear, 
and the loss from this cause is estimated at 15 percent of the total 
number of ties annually destroyed. Wood paving blocks, piling, 
and planking used in piers, timbers in cars, and all forms of 
vehicles, mine props, etc., are subject to mechanical deterioration. 
In many cases no protection can be afforded the timber from such 
loss, as, for example, occurs in mine props subject to "squeeze." 
It frequently happens, however, that the wood can be protected 
by coating its surface with some hard substance such as iron on 
those portions where the abrasion occurs. At times, protection is 
afforded by coating the permanent timbers with timbers that are 
only temporary and whose function it is to absorb shock and stand 
all wear. 

Fire. — The action of intense heat on wood b so well understood 
that little or no comment is necessary. Combustion, of course, 
occurs, the wood being decomposed into carbon dioxide, water 
vapor, and ash, so that its original properties are completely 
changed. Wood which is wet or is in a green condition is much 
more difficult to ignite than wood which is dry, because the 
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water it contains must be converted into steam. Consequently, 
wood containing high percentages of water is less liable to injury 
from fire than wood which is dry. Most structural timbers, how- 
ever, particularly those used in buildings where they are protected 
from the weather, are sufficiently dry so that they can easily be 
ignited. The fire losses in the United States are enormous, 
reaching a sum estimated at $215,000,000 a year. Of course, the 
value of the timber actually destroyed is but a small percentage 
of this amount, most of it being for labor of construction and 
for other materials and products. There is no doubt but what 
this loss can be very materially reduced, as is shown by condi- 
tions abroad, but to secure most successful results it is felt that 
the building itself should not only be fire-retardant but that as 
many of its contents as possible should also be made to resist 
the flames, and the general public educated to exercise caution. 

Minor Factors. — In addition to the factors just discussed, there 
are a number of others of minor importance which destroy or 
injure wood. The chief of these are alkaline soils, birds, sapstain 
and sand storms. 

Alkaline Soils.— In many portions of the United States, par- 
ticularly in the West, vast areas of soil are more or less alkaline. 
Generally speaking, two kinds of alkaline soils are recognized, 
"black" and "white" alkali. Black alkali is sodium carbonate 
while the white is sodium sulphate and other sodium salts. It 
has been repeatedly claimed that wood in contact with such soil 
will be rapidly attacked and soon become worthless. Pieces of 
wood flumes, poles, and ties have been received that were claimed 
to have been destroyed by the soil. In all cases examined the 
specimens showed the presence of wood-destroying fungi. For 
example: Mr. A. O. Campbell, Assistant Engineer of the Oregon 
Short Line Railroad Company, submitted for analysis in 1908 
several samples of ties, ballast, and soil which he took from a 
portion of the line known as the Lucin CuttKtff between Ogden 
and Lucin, Utah. These ties had completely deteriorated in 
about 8 years. A chemical analysis showed the water- 
soluble materials washed from the ballast and soil in which the 
ties were placed contained about 6 percent of sodium carbon- 
ate. A microscopic examination of the wood, however, showed 
it to be full of fungus mycelia. It is thought that the amount 
of alkali in most alkaline soils is too small to seriously affect the 
strength of wood in contact with it, but that under certain condi- 
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Fio. A. — Cedar ties badly damaged by rail cutting. Upper Bection 
shows tie without plate, lower section shows tie plate was too small. (Foraet 
Service photo.) 
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Fia. B.— Poles destroyed by a eleet storm ia Maryland, 1904. (Potest 
Service photo.) 



Fia. C. — Results of a fire at the Arlington Manufacturing Company's 
Mill, ArlingiAn, N. J. In rebuilding, wood beams were used throughout. 
[Photo courtesy of the Boston Mfg. Jiutual Fire Ins. Co.) 
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tJons of warm temperature and abundant moisture, chemical 
action between the alkali and the wood might occur and deteriora- 
tion result in time. As the chemical action of these alkalies 
upon wood even under the most favorable conditions is but slight, 
as is indicated by tests to reduce wood to pulp, most of the trouble 
that has been experienced can be attributed to decay. 

Birds. — Woodpeckers are the only birds which are charged 
with the destruction of structural timber. Telephone and 
telegraph poles seem to be the chief forms attacked, although 
at times they will drill holes into dwellings. In 1906, the 
author made a count in Louisiana of a number of telegraph poles 
attacked by woodpeckers.' Out of 268 poles, 110 or 41 percent 
had been bored into. In southern Indiana another examination 
was made of two pole lines near Greenwood. In one, which 
extended north, 21 percent of 89 poles examined had been 
attacked, and in the other, which ran south, out of 58 poles only 
29 percent were uninjured. 

The woodpeckers which are most injurious are the antr^ating 
woodpecker (Melanerpes foTTnicivorous), the gold-fronted wood- 
pecker (Ceniurua aurifrona), and the red-headed woodpecker 
{Melav^rpes antkrocepkalua), this latter species being the one 
common in our northern states. The poles are attacked by the 
birds chiefly for the insects contained in them or for nesting sites. 
In some cases, however, particularly with the ant-eating wood- 
pecker, they are used as a storehouse for food. These birds will 
frequently fly for miles with an aconi in their bill, drill a hole in a 
pole, and insert the acorn in it, to be used later for food. 

Woodpeckers usually attack a pole near its top, although at 
times they may bore within a few feet of the ground. Some 
observations made on a telegraph line paralleling a r^lroad in 
Tennessee showed that those poles which were imbedded in hill 
tops above the level of the track were the ones most seriously 
attacked, while those which were in the valleys so that their 
tops were not higher than the level of the track were seldom at- 
tacked. The number of holes in a pole may vary from one to a 
dozen or more, although these larger numbers are not common. 
The size of the hole varies from about 1/2 inch to 3 
inches in diameter. When used for nesting sites, the birds may 

' Some observatione on the attack of polea by woodpeckers. — H. F. Weise, 
EngineeriDg News, January, 1911. 
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hollow out a pocket 6 or 10 inches in diameter and a foot or more 
in depth. 

The question of interest to telephone engineers is to just what 
extent such poles are weakened. It has been found from measure- 
ments that a 30-foot northern white cedar pole tapers approxi- 
mately as follows: 

Circumference (inches) Distance from butt (feet) 



27 25 

24 30 



Assuming the pole a cantilever beam loaded at one end, it is 

found that it may be hollowed to the extent shown in Fig, 3 

without decreasing its strength. For 

example, at 10 feet from the ground if 

** only 2 inches of the outer shell are 

» left, the pole will be approximately as 

1 18 strong as though it were solid. If, 

-■ however, the attack is less than 4 feet 

3 from the ground, the pole will be 

1 weakened. This illustration oeglecte 

e •• the damage done by the entrance into 

£ 10 the pole or the subsequent decay which 

I g may follow, and assumes that the bird 

I builds its nest exactly in the center. 

' On the other hand, it assumes that 

' the pole has a uniform moisture con- 

t tent throughout its length and that 

the outer fibers of wood at the ground 

" L,L,'.^,.LJ ' line ar* sound. 

Fio. 3.-Diagram"how- The American Telephone and Tele- 
inij the extent to which a graph Company made a few tests in 

mine the effect of woodpecker attacks 
on the strength of poles. These tests were made by fastening 
a rope around the top of the pole and pulling with a block and 
tackle to which a dynamometer was attached. In nine out of 
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twelve cases the poles broke at the ground line and not at the 
points attacked by the birds. It appears, therefore, that the 
destruction of poles by birds is but very slight and, considering 
the good which they do in destroying insects, is no justifica- 
tion for killing them. 

Sap Stain. — When freshly cut sap lumber ia piled in the open wr 
to season it frequently becomes discolored in a few days. This 
discoloration is not due to weathering but to the growth of certain 
fungi which live upon the materials in the sapwood cells. Wood 
thus attacked is considered defective and its value is frequently 
reduced from 50 cents to $2 per 1000 feet board measure. Perhaps 
one-fourth of the annual mill cut of the United States is attacked, 
the most severe damage being in the South. Any locality where 
warm damp air surrounds the lumber is favorable to the produc- 
tion of stain. Estimates for the whole country place the annual 
loss from sap stain at about eight million dollars. 

It is commonly held that lumber attacked by stain is decayed 
and hence reduced in strength. This decay apparently is very 
slight, because the fungi which produce the stain do not attack 
the wood substance to any appreciable extent but rather live 
upon the materials stored in the cells of the wood. Carefully 
conducted tests on stained and unstained wood were made by 
the Forest Products Laboratory at Madison, Wis., the results 
of which are shown in Table 2. 
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They show that for the same moisture content the heavily stained 
shortleaf pine was slightly weaker, less tough, and showed less 
surface hardness than the unstained. In the longleaf pine, which 

"Circular 192, U. 8. Forest Servioe, "The Prevention of Sap Stain in 
Lumbar," by Howard F. Weiss and Charles T. Bamum. 
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was only sightly stained, the difFerencea in stren^h, tougbuess, 
and hardness between stained and unstained boards were too 
slight to be noticed. Immense numbers of minute spores soon 
form on the freshly cut sapwood and are blown by the wind like 
dust until they al^ht on other wood, when they start to germ- 
inate. It is chiefly in this way that the stain is spread and be- 
cause of the enormous numbers of spores produced, lumber 
cut during the warmer months has little chance <£ drying without 
being attacked. So far, then, as this cause is concerned, we may 
consider sap stain as analogous to decay, but the results as sbown 
above are decidedly different. 
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CHAPTER III 

THE EFFECT OF THE STRUCTURE OF WOOD UPON ITS 
INJECTION WITH PRESERVATIVES 

The ^ect of Density upon Absoiptiou. — It is well known that 
the structure of wood has a very pronounced effect upon the 
manner in which preservatives can be injected into it, so that 
all kinds of wood cannot be handled in the same way and uni- 
foim results secured. It is the purpose of this chapter to show 
the effect of the various structures so far as they are known upon 
the diffusion of the preservatives, without going into a detailed 
discussion of wood formation and composition. 

For our purposes we may consider wood as being composed 
of a mass of small, hollow fibers or cells of various sizes and 
forms more or less closely packed together. The materials of 
which they are composed are chiefly cellulose and lignin. These 
substances, in themselves, are heavier than water, so that, were 
the cells solid, the wood would sink in water. The weight or 
density of wood is largely dependent upon the amount of air 
space in the various cells and it is this confined air which gives 
wood its buoyancy. Thus in woods like ebony or hickory the 
cells are dense and the air spaces small so that a cubic foot of 
such wood contains a large percentage of solid wood substance. 
In other varieti^ like white pine or cedar the cells have larger 
air spaces and there is a smaller percentage of solid wood sub- 
stance so that the wood is light and will readily float in water. 
Painstaking research has shown that the density of wood sub- 
stance irrespective of si}ecies is practically the same, being 
about 1.55 specific gravity, or about 97 pounds per cubic foot. 

It would appear that woods which are light in weight and 
hence have considerable air space would absorb preservatives 
more readily than woods which are heavy. Such, however, is 
not the case, hence the ability of wood to absorb preservative 
cannot be judged from its density or weight. In other words, 
the resiatanee of icood to injedion vnth preservatives has little to do 
31 
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vnth the dry weiukt of the wood. This is an important fact on 
which many writers and engineers have tMen lead astray. Under 
identical conditions of test white spruce heartwood which weighed 
oven-dry 25 pounds per cubic foot absorbed only 6 pounds of 
creosote per cubic foot, while heart longleaf pine weighing 39 
pounds absorbed 13 pounds of the oil. Numerous other ex- 
amples could be given which prove this beyond all reasonable 
doubt. There seems, however, to be a rather du^ct relation 
between density and absorption in wood of the same species. 
Thus red oak, for example, which is comparatively light in 
weight, will absorb more preservative than red oak which is 
heavy. The difference is not great and has little practical sig- 
nificance. Similar observations have been made on maple.' 
Whether or not the relationship will hold for all species cannot 
be stated. As the dry weight of certain woods depends on the 
rate at which the woods have grown, a relationship between 
absorption and rate of growth can be said to exist, although this 
is not strongly defined. 

AbsofptioD by the Cell Walls. — It has been held that the cell 
walls of wood do not absorb creosote, hence the amount of this 
oil which can be impregnated into wood depends upon the amount 
of air space which the wood contains. This claim is not strictly 
true. Teats made at the Forest Products I aboratory show that 
the cell walls are capable of absorbing creosote although the 
amount is very small and of little significance in practical opera^ 
tions.* In these tests a number of pieces of hard maple, yew and 
hemlock,2 3/4 X3/4X l/8inch were dried in an oven at212''F.for 
24 hours then placed in a desiccator and weighed when cold to 
the nearest 0.001 gram. The volume of each piece waa then deter- 
mined by displacement and the specimens impr^nated with 
water-free creosote for 1 hour under a pressure of 250 pounds 
per square inch and temperature of 175" F. The volumes of the 
pieces after treatment were then determined and compared with 
the volumes at the same temperatures before treatment. 

The average increases in volume resulting from the treatments 
of the three species in percent of the volumes before treatment 
were: 

■Bulletin 126, U. S. Forest Service, "Experiments in the Preservative 
Treatment of Red Oak and Hard Maple Croes-tiea." F. M. Bond, 1913. 

' Circular 200, U. 8, Forest Service, "The Abaorption of Creosote by the 
CeU Walls of Wood," by C. H. Teesdale. 
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Percent 

Yew, heartwood 6.81 

Vew, aapwood 10.70 

Hemlock, b«artwood 7,30 

Hud maple, heartwood 8.14 

The Effect of Sapwood and Heartwood vipoa Injection. — ^Tbe 
Bapwood is commoiily defined as that portion of the tree in which 
the wood ceile are alive and perform vital functions. It always 
DCCUTB immediately under the bark and can usually be distinguished 
from the heartwood by the lighter color. The width of the sap- 
wood varies considerably in the different kinds of wood, being 
very narrow in such varieties as chestnut or black locust and wide 
in others like loblolly pine and red gum. This difference has a 
very direct bearing on the treatment of wood, because the sap- 
wood of all species can be readily impregnated with preservatives. 
In some varieties the sapwood is easy to inject while the heart- 
wood is practically impenetrable. This is typified by the red gum 
and Douglas fir. In other woods like hemlock, there is little 
difference between the resistance to penetration offered by the 
sap and heartwood. These differences are often very marked, as 
is shown in Table 3. The specimens of wood were selected from 
various species, dried to the same degree of moisture, and all 
impregnated at the same time in a treating cylinder at the 
Forest Products Laboratory by the full-cell creosote process. 
Table 3. — Tbb Abborption or Coai/-tar Ckeosote bt the Heart-wood 
AND Sapwood op Variocs Woods Given Exactly tbe 
Saub Tbbatment. (Siee op Specimens 2 X 2 X 12 
It«caBe;Six in Each Test) 



Kind Dt wood 


Avenge aburptioD 


of ereoMle. poirndi 
l>io toot 


HHrtwood 


SopHOOd 




4.38 


14.46 






16,14 


28.74 






12.90 


34.20 




Lodgepole pine 


12,84 


31.56 




17.28 


18.78 




Alpine fir. . . 


3.66 


4.14 




White spruce 


6,42 


8.22 
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The reason why sapwood as a rule is more permeable to the 
passage of preservatives b not definitely known. So far as 
the size, shape and strength of the cells are concerned there is 
little difference between those In the sapwood and those in the 
heartwood. It is quite likely, therefore, that the reason must 
be looked for in changes which occur in the composition of the 
cell walls when they are transformed into heartwood cells, or 
in the cell contents or in the character of the pits in the cell 
walls which become changed in position and more or less per- 
manently set. Much further work remains to be done before the 
true cause is determined. 

The Effect of Summerwood and Springwood upon Injection. — 
All of the commercially important American woods grow by 
adding a successive layer of wood with each successive year of 
life. These layers are concentric and are called "annual rings." 
Normally, one such annual ring or layer is produced each year, 
so by counting the number of such rings from the center to the 
outside of a piece of wood, the number of years it took to grow 
the wood can be directly determined. In most varieties of trees 
there is a vast difference between the character of the wood 
in the annual ring formed in the spring and that formed in the 
summer. Theformeriscalled"springwood," the latter "summer- 
wood." Thus in longleaf pine, for example, the cells in the 
Bpringwood have much thinner walls than those in the summer- 
wood. This of course makes the springwood much lighter and 
weaker than the summerwood and causes the banded appearance 
so noticeable in edge or "comb-grained "yellow pine lumber. In 
other coniferous woods like whitespruce the difference in the cells 
of the spring and summerwood is not so pronounced and hence 
such wood is much more uniform. The same differences occur in 
certain hardwoods like oak, ash, etc., where many of the cells in 
the springwood are so large as to be called "pores" or "vessels." 
In other hardwoods like the maple, beech, birch, etc., the dif- 
ference between the spring and summerwood is slight and hence 
these woods possess greater uniformity. In all woods which have 
no marked difference in the spring and summerwood the injec- 
tion of preservatives is fairly uniform throughout the entire annual 
ring. The beech, maples, firs, spruces, etc., fall in this class. 
(See Plate IV, Fig. D.) Great irregularity in penetration and 
absorption occurs in the other types of wood. Thus in longleaf 
pine, red oak, ash, etc., the treatment will often appear in bands 
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, Fio. A.— Longjeof pine boards after one month's exposure in a solid pile 
to sap stain fungi. Boards on left untreated; boards on right dipped in a 
weak solution cf mercuric chloride. Note absence of stain. (Forest Service 
photo.) 
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PiO. C. — Cross section through beech— a "diffuse porous" wood. Note 
pores scattered through entire width of annual ring. X50. (Forest Service 
photo.) 



FiQ, D. — CroEB section through spruce — a "nonporous" wood. Note 
absence of pores. Larger openings are "resin ducts." X 50. (Forest 
Service photo.) 



Flo, F. — Radi;il section through pine. Note bonlered pita or "eyes," 
hIso how fibers fit into one another. Vertical cells on extrenie left are med- 
ullary or "pith ray" cells, X 150. (Forest Sen-ice photo.) 
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(in a cross section view) or streaks (in a radial view). This is 
because the spring and Bummerwood offer different resistances to 
the passage of the preservative. In red oak and ash most of the 
preservative will be found in the springwood, while in longleaf 
pine most of it occurs in the dense summerwood. The exact 
reasons why these differences occur will be described further 
on. It follows, therefore, that the rate at which certain woods 
grow affects very appreciably the uniformity of the treatment 
secured. When the tree grows rapidly, the annual rings are 
comparatively wide, hence the bands of heavy and light treated 
wood are pronounced, (See Plate V, Fig. A.) When growth has 
been slow these rings are narrower and the bands are much 
less pronounced. (See Plate V, Fig. B.) In general, therefore, the 
species which have pronounced differences in the spring and sum- 
merwood have a much greater irregularity in the treatment of 
the annual rings than those which are of a more uniform 
stucture, especially when of rapid growth. It is largely because 
of these differences that the number of rings per inch allowed 
in certain classes of material, such as paving blocks, is specified. 

Tlie Effect of Vessels or "Pores" on the Treatment of Wood.— 
Alt varieties of American "hardwoods" possess elongated ele- 
ments called "vessels" or "pores." These are characteristic of 
hardwoods and form a reliable means of distinguishing such 
woods from the "conifers" in which the vessels are entirely ab- 
sent. These pores occur in two ways: first, scattered through 
the annual rings, and second, as bands of "rings" in the spring- 
wood of the annual ring. Because of this difference the hard- 
woods are commonly classified as diffuse porous (maple, birch, 
beech, etc.) and ring porous (oak, ash, hickory, etc.). These 
pores, which may be likened to capillary tubes, are easily filled 
with preservative and offer ready channels for conducting the 
preservative into the wood.' Thus in red oak the pores are so 
long that it is possible to blow through a piece of this wood 4 
feet or more in length. It can be easily understood, therefore, 
why such woods readily absorb preservatives and why the char- 
acter of the treatment secured deftends so much upon the ar- 
rangement of the pores. 

The Effect of Tyloses on the Treatment of Wood. — Itfrequently 
happens that the vessels described above are clogged with a cell 

I When the pores are filled with "tylosea" this statement does not hold. 
See diacuaaion under "tyloses." 
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growth which prevents the passage of air or ItquidB through them. 
This growth is characteristic of certain kinds of wood like white 
oak and black locust and renders them practically impervious to 
absorption. It is caused by cells, called "tyloses," growii^ into 
the vessels. (See Hate IV, Fig. E.) These may occur even in the 
sapwood and when they are present the vessels cannot be pene- 
trated. In some kinds of wood like white oak, tyloses are uni- 
form throughout, only a few vessels being without them. In 
other varieties, like black oak, tyloses occur irregularly through 
the wood. Thus in certain parts of a stick the vessels may be 
few and the preservative will readily enter, while in another part 
the tyloses may fill the vessels and absolutely prevent any 
entrance of the preservative. In such cases a very irregular 
diffusion of the preservative naturally occurs. It is difficult to 
tell the extent to which the tyloses occur in these woods except 
by a careful microscopic or band lens examination. From a 
lai^ number of microscopic examinations of various American 
woods it is possible to class them into three groups depending 
upon the presence or absence of tyloses.* 

Group 1 — ^Tyloses absent — the maples, birches, blue beech, 
flowering dogwood, holly, silverbell, black and water gums, black 
and red cherry, basswood, persimmon, honey locust. 

Group 2 — Tyloses few — yellow buckeye, white beech, red gum 
(sap), yellow poplar, magnolias, sycamore, black cottonwood, 
eucalyptus (blue gum), white and Oregon ashes, and the elms. 

Group 3 — Tyloses abundant — large tooth aspen, hardy catalpa, 
desert willow, green, pumpkin and 'blue aah, mockemut, water 
pignut, shellbark, bittemut, nutm^ and shagbark hickories, 
butternut, black walnut, red mulberry, blackjack, white, Garry, 
overcup, valley, burr, cow, post and swamp white oaks, black 
locust, and osage orange. 

Tyloses were also found very scatteringly in the pinea, but in no 
other conifers examined. 

The Effect of Resin Ducts on the Treatmrat of Wood. — As 
mentioned above, conifers do not possess vessels or pores. Some 
of them do, however, have a structure which, so far as a penetra- 
tion with preservatives is concerned, functions like pores. This 
structure is called a "resin duct," and as the name implies, it is 
aduct or "pore" usually producing and containing resin. Except 
when the ducte are clogged with resin or some other obstruction, 

■ Ptem examinations by Eloiee Geriy, U. 8. Forest Produota Laboratory. 
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Fio. A. — Cross section through a loblolly pine tie. Note wide rings 
showing rapid growth, also note sharp transition of spring wood and 
summerwood. 



Flo. B. — Cross sections through two long leafpine stringers, Not« 
narrow rii^ especially in sapwooa, showing slow growth. (Forest Service 
photo.) 

(Poefiv pan 39.) 
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Pio. C. — Cross section through the summerwood of larch (greatly u 
fied) showing slite in cell wftlls. (Poiert Service photo.) 



Fia. D. — Showing ease with which chestnut peels in the sprir^. (Author's 

photo.) 
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they afford channels for the ready penetration of the preserva- 
tive. Some experiments have been made at the U. S. Forest 
Products Laboratory to determine the effect of resin in the 
ducts upon the entrance of coal-tar creosote. It was found that 
such resin, particularly when it is old, has a very marked effect 
in retarding the entrance of the oil. When the test blocks of 
wood were first extracted with a resin solvent and then dried, the 
creosote entered the wood very easily. 

The position of the resin ducts in the wood affects very materi- 
ally the character of the treatment. Thus, in longleaf pine the 
resin ducts are largely in the summerwood. This tends to make 
the summerwood more penetrable than the springwood even 
though it is much denser. Some exacting tests have been made 
by C. H. Teesdale to secure definite information on this point. 
Pieces of the summerwood of loblolly pine which had a specific 
gravity of 0.95 and pieces of springwood cut from the same speci- 
mens which had a specific gravity of 0.30 were impregnated at 
the same time with coal-tar creosote. The summerwood ab- 
sorbed 1.8 times as much creosote as the springwood. There is 
little doubt but what the resin ducts had much to do with this 
difference and it is largely because of them that longleaf pine 
paving blocks often show a "banded" treatment. In redwood 
the cells occur mostly in the springwood and in this species a 
better absorption and penetration of preservative is secured in 
the springwood than in the summerwood. 

The resin ducts also occur in certain species in the medullary' 
or pith rays. These are layers of cells which radiate from the 
circumference of the tree to the center. In all coniferous woods 
which possess such ducts, good radial penetration of the preserva- 
tive is secured (from the outside toward the center). This fact 
is of considerable importance commercially because in order to 
secure good treatments, especially in round timbers like poles or 
pilea, it is essential to peel all of the bark off them; otherwise 
the ends of the ducts will be plugged by the bark and little or 
no penetration at that point secured. It is believed that care- 
lessness in peelii^ such woods is one cause of the rapid destruc- 
tion of creosoted pilit^, as it leaves streaks of untreated wood 
extending to the interior of the stick and thus affords avenues of 
attack by marine borers. Pieces of wood 2 X 4 X 25 inches 
were impregnated by Teesdale with coal-tar creosote under 
identical conditions. Those which contained radial resin ducts 
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were penetrated radially from one-fourth to three-fourths as 
far as they were longitudinally. In those woods which had 
no radial ducts, the radial penetration varied from one- 
twentieth to one one-hundred twentieth of the longitudinal 
penetration. All of the pines, larches, and spruces belong to the 
former class, while the hemlocks belong to the latter. 

The Effect of Pits upon Injection. — The penetration of pre- 
servatives in woods containing vessels and resin ducts can largely 
be explained by their presence. In certain woods, however, 
where neither of these are present or where they are restricted, 
the manner in which penetration 
occurs is not easy of explanation. 
According to Bailey,' " whenever pre- 
servatives are injected rapidly into 
green or seasoned wood, the pene- 
tration takes place primarily through 
the cavities of the cells, and the pre- 
servatives pass from one cell to an- 
other through the bordered pite." 
These bordered pits may be likened 
Fio. 4. — Diagrammatic *» microscopic "valves" occurring in 
drawing of pit membrane the walls of the cells. (See Plate IV, 
Si.'°(S«mBS,y.r''°'*" 1^8- F.) When the cells function » 
in sapwood, the pass^^ of liquids 
through the pits is more or less controlled by the "torus," 
which is a thickening of the middle [>ortion of the cell wall. 
When the cells are inactive, as in heartwood, the torus ceases to 
move and frequently becomes fastened to the pit, thus more or 
less effectively closing the opening to the pass^e of liquids. 
Bailey further states that the membranes of the bordered pits 
are not always entire but possess numerous minute perforations 
(Fig. 4). "In green wood the bordered pits and membranes aie 
very permeable to aqueous solutions, but are comparatively 
impervious to undissolved gases and to oils. This Is due to 
capillary or surface tension phenomena and the valve-Uke action 
of the torus." The experiments of this investigator throw much 
valuable light upon the perplexing problem of the penetration of 
wood and account for some of the results secured in its treatment, 
'"The Preservative Treatment of Wood," by Irving W. Bailey, Harvard 
School of Forestry, 1913. 
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The EfiFect of Cell Slits upon Penetration. — Experiments con- 
ducted by Tiemann of the U. S. Forest Products Laboratory' 
show that the walls of wood celts frequently slit open in drying. 
These slits as a rule are more discernible in thick-walled cells 
than in thin-walled cells. (See Plate V, Fig. C.) Their presence 
has been advanced by Tiemann and the author as a possible means 
of aiding certain liquids to penetrate wood substance, because they 
furnish points of weakness in the cell wall. 

The Effect of the Chemical Composition of the Cell Wall 
upon Absorption. — All the phenomena noted above relate to the 
physical structure of wood in relation to its absorption of liquids. 
In addition to them, it is probable, although by no means proven 
as yet, that the composition of the cell walls in various woods 
exerts a strong influence upon the manner in which they absorb 
preservatives. Thus, when the walls are reenforced by subse- 
quent deposits of wood substance, it is quite likely that a dif- 
ferent effect is produced than where no such thickening occurs. 
In addition, the chemical composition of the various layers may 
be different, as well as the character of the materials deposited 
upon them. Their combined action, therefore, in retarding 
oils and water solutions may be a variable one, and hence the 
character of the absorbtion and penetration obtained may also 
vary. To just what extent this is true is not known. This 
problem still furnishes a fertile field for original research. 

It can be seen from the above discussion that the manner in 
which preservatives penetrate wood is very complex. No single 
factor in itself entirely explains it, so it can be accounted for only 
by taking several or all of them into consideration. 

' Bulletin 120, American Railway Engineering Aaaociation, 1911. 
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CHAPTER IV 

THE PREPARATION OF TIMBER FOR ITS PRESERVA- 
TIVE TREATMENT 

The Cutting Season. — There has been much discussion con- 
cerning the effect of cutting timber in various seasons upon its 
durability. The consensus of opinion gives preference to winter. 
This is undoubtedly correct iu that timber cut at this period 
is more liable to be in better condition than that cut at any other 
season. In so far as the contents of tHe wood cells are con- 
cerned, timber cut in winter, as a rule, contains its largest per- 
centage of organic materials, such as starch, these being stored 
in the cells as available plant food for the next spring. These 
oi^anic materials are also readily attacked by wood-destroy- 
ing oi^anisms so that a given amount of winter cut wood, other 
thii^ being equal, contains more food material for these de- 
structive agents than wood cut at other times of the year. 

On the other hand, wood cut in winter is least subject to im- 
mediate insect and fungous attack because, during winter, insect 
and fungous activities are at a minimum. Moreover, freshly 
cut wood is less able to offer resistance to the attacks of these 
agents than thoroughly seasoned wood. 

Aside from danger from insect and fungous attack, the problem 
of seasoning is also of great moment, and, as will be shown later 
on, wood cut during spring, summer, and early autumn dries 
much more rapidly than wood cut in winter. This rapid drying, 
unless it is properly safeguarded, will often cause green timber to 
check and split, thus not only weakening the wood but also 
exposing more of its surface to attack. 

The season of cutting also has a marked effect upon the 
reproductive power of the forest, especially if the forest is com- 
posed of species that sprout from the stump, like most of our 
hardwoods. Sprouts from winter cut stumps are usually much 
more vigorous and thrifty than those from stumps cut at other 
seasons; in fact, the sprouting capacity of stumps can often be 
killed by cutting timber in summer or early fall. 
40 
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Contrary to popular belief timber cut in winter often con- 
tains as much water and at times, more water, than timber cut 
at other periods. The common expressions that in winter the 
"sap is down" and in summer "up" account for this fallacy, 
whereas in reality it is only dormant, so that if the tree is in- 
jured in this period the sap does not readily exude from it. The 
author made some careful tests along these lines when cutting 
chestnut timber for poles in Maryland, and found that those cut 
in winter actually contained more water than those cut in 
summer. 

Generally speaking, it is easiest to remove felled timber from 
the forests in winter because of climatic and labor conditions, 
although in the South, where no marked changes occur, this of 
course is not true. In certain northern states, as in cedar opera- 
tions in the Lake R^ien, it is almost impossible to log except in 
winter. Furthermore, the large amount of timber cut by fanners 
is felled by them during the winter months because they are not 
then engaged in caiii^ for their food crops. 

Peeling Timber. — Practically all preservative processes require 
the complete removal of bark before the wood can be successfully 
treated. Generally, the best time to remove the bark is im- 
mediately after the tree is felled. In sawed products the bark 
usually is removed at the mill in slabbing the log. Bark can be re- 
moved most easily in the spring (see Plate V, Fig. D), but adheres 
tenaciously to the wood when cut at other periods. It is com- 
paratively easy for this reason to tell timber cut in the spring. 
The early removal of the bark lessens the weight of the product, 
decreases the danger from insect and fungous attack, and causes 
the wood to dry more rapidly. Because of the great resistance 
of bark to penetration by liquids, it is essential to carefully and 
completely remove it, if good results in treatment are to be 
secured. This is particularly true for those woods which are 
penetrated readily in a radial direction, as the pines. For species 
like the tamarack, spruce, etc., whose radial penetration is small, 
this precaution is not so essential. The author has seen pine pil- 
ing impregnated with 18 pounds of creasote to the cubic foot that 
had absolutely no penetration of the oil under strips of bark less 
than 1/16 inch in thickness. (See Plate VI, Fig. A.) The inner bark 
or "skin" is particularly resistant, and it is believed that its presence 
is at times one cause contributing to the rapid failure of those 
treated piles which are destroyed after a few years' service. Too 
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often the treating engineer counts on the bark becoming loose 
during the treatment in the cylinder, and although this frequently 
occurs, nevertheless it often adheres firmly to the wood and thus 
results in poor workmanship. 

It sometimes happens that better treatments can be secured 
by seasoning wood with the bark on, rather than with the 
bark off. This was true in some tests made by the Chicago 
and Northwestern Railroad on hemlock and tamarack ties at 
Escanaba, Mich. It appeared that the ties peeled immediately 
after cutting seasoned so rapidly that the outer layers of the 
wood hardened and became much more resistant to the absorption 
of the preservative than those in which the bark was removed 
just before the ties were run into the treating cylinder. This, 
however, is an exception to general practice. 

Generally, bark is removed by hand, the only tools being 
a spud, draw knife, or axe. There is a good opportunity for the 
invention of some machine that will economically and satisfactor- 
ily remove bark and thus decrease the labor involved in present 
methods. 

Seasoning Timber. — Wood in all living trees contwns water. 
The amount of water thus contained varies with the kind of wood, 
the conditions under which it grew, and the season. It fre- 
quently happens that in the sapwood, and sometimes in the heart- 
wood, the weight of the water is more than the weight of the wood 
substance itself. Thus the gums when dried may weigh less 
than half their weight at the time of cutting. In general, 
as soon as timber is cut it begins to lose the water it contains. 
This loss of water b called "seasoning." In addition to the loss 
of water, other changes occur, such as a fixation or transformation 
of organic and inorganic materials stored in the wood, and an 
apparent "oxidation" of the wood substance. The objects of 
seasoning are, in brief: 

1. To prevent injury by insects and decay before the timber is 
placed in service. 

2. To increase the durability of timber in service. 

3. To prevent shrinking and checking of the wood in service. 

4. To increase the strength of the wood. 

5. To decrease the weightof the wood and hence reduce shipping 
charges. 

6. To prepare the wood for its injection with preservatives and 
for other industrial uses. 
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It is well known that if wood can be kept dry it will not decay. 
House furniture, for example, under ordinary conditions of use 
will, so far as decay is concerned, last indefinitely. It is solely 
because of their protection from moisture that the wooden cofHos 
used by the Egyptians have been preserved to us. Water in 
wood is an absolute requirement for decay. Wood which can 
be kept dry will never decay. Just how much water in wood ia 
necessary in order to meet the requirements of wood-destroying 
fungi is not known, but from a few tests which the author has 
made it appears that it is in general more than 20 percent. 

It has almost unanimously been held that seasoned wood 
placed in conditions of service where it is subject to decay wil- 
last longer than unseasoned wood. While this is sometimes 
true, nevertheless the importance which has been attached 
to air seasoning as a means in itself of prolonging the life of wood 
baa probably been exaggerated. Authentic records on posts, 
poles, ties, and mine timbers kept- by the Forest Service indicate 
that there is little or no difference in their durability whether 
they were placed green or air seasoned. 

If green timber is used for construction purposes, it will almost 
invariably lose water and hence check, shrink, and warp more or 
less severely. In order to avoid such defects, it is policy to nee 
seasoned wood in place of green in all classes of construction 
where they prove objectionable. Furthermore, wood which 
has been seasoned prior to injection with perservative is far less 
liable to check on the surface and thus expose the untreated 
wood. 

The effect of water in wood upon its strength is discussed in 
Chapter XVIII. The decrease in weight due to seasoning is so 
large as to warrant holding the timber until seasoned before ship- 
ment is made. This fact is now so well recognized that it has be- 
come common practice, but on account of unfavorable conditions 
surrounding the seasoning of wood at the place where it is cut, the 
shipment of green material is sometimes imperative. A single 
carload of 30-foot chestnut poles if shipped seasoned rather than 
green would save at least 150 pounds of freight per pole, or, 
counting 50 poles per ear, a total of 7500 pounds. This saving 
even on short hauls often more than pays for the cost of seasoning 
the poles and holding them in storage awaltii^ shipment. What 
ia true for poles is true even to a greater extent for smaller 
products because they season more thoroughly. 
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It IB in the preparation of wood for injection with preservativeB 
that seasoning plays a very important part, as it is quite essentia] 
to remove some or most of the water from the wood before the 
preservative can be injected. 

Water may be considered as existing in wood in two forms: (1) 
as "free water" in the ceil cavities and (2) as "confined water" 
in the cell walls. When wood begins to season it is the free 
water which is first lost. Wood can lose all of this free water 
without its strength being affected. Just as soon, however, as 
water starts to leave the cell walls the strength of wood begins 
to increase very rapidly, and checking, warping, and splitting are 
liable to occur. The point where this occurs has been called by 
Tiemami the "fiber.iBaturation point." It varies in the different 
species but ia general ranges from 25 to 30 per cent moisture. 
When the free water has left the wood, the wood of course eon- 
tuns a larger air space or volume which can later be occupied by a 
preservative like creosote. Thifl may be illustrated as follows: 
Assume the oven-dry weight of shortleaf pine is 32 pounds per 
cubic foot, that solid wood substance weighs 97 pounds per 
cubic foot, that green shortleaf pine contains 21 pounds of water 
per cubic foot; tdien about two-thirds of a cubic foot of green 
pine would be wood substance and water, leaving about one- 
third of the volume air space. If, now, all the free water were 
removed, almost two-thirda of the cubic foot of wood would be 
air space capable of occupancy by the preservative. 

Aside from the loss of water which takes place in seasoning, 
other changes occur. The bordered pits become more or less 
ruptured, or changed in position, so that passage of liquids 
through them is facilitated or retarded. Furthermore, the wood 
cells frequently check aa well as the surface of the wood. As a 
result of these changes which occur in seasoning wood, practically 
all processes now call for some kind of a seasoning treatment 
before the preservative is injected. The chief exception occurs 
in the Boucherizing process, which is at present of no com- 
mercial importance in the United States. Five methods of 
seasoning wood are now practised : Open-air seasoning, seasoning 
in hot air, seasoning in saturated and superheated steam, and 
seasoning in oil. 

Open-air Seascming. — Open-air seasoning, as the term implies, 
consists ^mply in piling the timber out of doors where it is 
exposed to the atmosphere. When its moisture content reaches 
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an equilibrium with the atmospheric moisture, the wood is said 
to be "^r seasoned." It can thus be seen that the amount of 
water in air-seasoned wood varies considerably. Thin pieces of 
wood 2 inches or less in thickness in our northern climates, 
when air seasoned, contain about 10 to 15 percent of water. 
Thicker pieces like poles, ties, etc., are, under the same 
conditions, "air seasoned" when they contain 25 to 35 percent of 
water. Some Douglas fir bridge stringers 8 inches X 16 inches 
in cross section contained over 25 percent of moisture after being 
exposed to the atmosphere for 2 years. 

The open-air seasoning of wood is the method most commonly 
practised in the United States to prepare it for injection with 
preservatives. It is cheap, safe to operate, and very efEcient. 
The chief objections to it are the long length of time the wood 
must be held before it seasons, thus tying up capital in wood 
and yardage, and dangers from fire, insects, and decay while 
stored during the seasoning period. In some parts of our 
country where the climate is warm and damp it is impossible to 
air-season certain woods without having them attacked by 
incipient decay. Other objections to air seasoning are an inabihty 
to fill "rush orders" and injury from checking, although this 
latter objection can be largely overcome by proper methods of 
piling. 

To moat efficiently season wood in the open air, it is necessary 
to subject it to a free circulation of air. Stagnant air is very 
prone to foster decay. The seasoning yards should, therefore, 
be in situations exposed to the sun and wind. All of the timber 
should be raised off the ground and should be piled as openly as 
possible without producing too rapid drying, which might result 
in serious checking or splitting. Another precaution Is to keep 
the yard free from water, vegetation, and decaying wood. 

The rate at which wood seasons depends upon many factors, 
chief of which is the time of the year. Spring and summer are 
in general the two periods when most rapid seasoning occurs. 
More detailed information for the various forest products is given 
in the following pages under the discussion of these products. 
When wood has once air seasoned, any water which it might ab- 
sorb from rains, for example, is quickly lost. Air-seasoned poles 
tested by the author absorbed 15 pounds of water during a 
thunderstorm but lost all of it within 24 hours after the rain 
stopped. It is by no means necessary to season wood until it 
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has lost all its free water before it is in satisfactory condition 
for treatment. Large products such as ties and poles may have, 
when "air-seasoned," an average of 30 percent of water, but 
the distribution of this water may vary from 5 to 10 percent 
in the outer layers of wood as a minimum to 40 or 50 percent in 
the inner layers as a maximum. If a tie or pole is of such a 
nature (as is customary) that its interior cannot be treated 
even if it is dry, little or no advant^e is gained in attempting 
to hold it until this condition of uniform dryness is reached. 
The object, therefore, in open-air seasoning should be to cut 
the period of dryii^ as short as possible without decrea^ng the 
penetration of the preservative. No fixed time can be given 
for this, as it depends on too many variables which must be 
worked out for the conditions at each plant. 

Hot-air Seasoning. — By "hot-air seasoning" is meant kiln 
drying the wood. This method is now only practised in the 
United States on certain kinds of lumber and small manu- 
factured products. It is rarely if ever used for large products 
such as piles, poles, and ties. In Europe, however, the method 
is sometimes employed, especially as a final drying for timber 
already partly seasoned in the open air. It is felt that the 
method will not become common practice in our country be- 
cause equally as good if not better results can be secured in 
shorter time and at less expense by other means. The method 
employed in hot-air or kiln drying consists in placing the wood 
in a retort or kiln, where the air is usually heated by means of 
steam coils. Circulation of the air ie provided for in various 
ways, either by blowers, or by cooling the air on the sides of 
the kiln, or by drawii^ in air through vents in the bottom of 
the kiln and permittii^ the hot air to escape through vents 
in the top. Such treatment results in removing the water from 
the wood in much shorter time than open-air seasoning and in 
addition warms the wood for the entrance of the preservative. 
Wood so heated is, however, liable to check and warp seriously 
or case-harden, thus becoming weak and brash. For the treat- 
ment of small products of comparatively high value, thb method 
gives very satisfactory results, but for dimension stock or products 
it has little to commend it. 

Seasoning in Saturated Steam. — Next to open-air seasoning, 
seasoning in saturated steam is In most extensive use in the 
United States as a means of drying wood for the injection of 
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preservatives. When properly done this method ^ves quick 
and satisfactory results. Its chief advantages are the ease, 
quickness, and comparative cheapness with which the water 
can be drawn from the wood, the warming of the wood prior 
to its impregnation, and the aterillzing of the wood. When 
this method is practbed a lai^ storage capacity for wood and 
a large stock on hand are not necessary. Furthermore, "rush 
orders" can be taken care of and dangers peculiar to open-wr 
seasoning are avoided. If steamed at too high temperatures 
or for too long a period, considerable injury may result to the 
strength of the wood. Steaming wood, in itself, does not re- 
move water from the wood. On the other hand, it may add 
water, as shown in Table 34. In practice, to remove the water 
a vacuum is drawn. This lowers the boiling point of water 
and materially hastens the rate at which it leaves the wood. 

Structural timbers, whea seasoned for the injection of pre- 
servatives by the use of saturated steam, are loaded on cylinder 
cars or "buggies" and run into the treating cylinder, which is 
then closed and live steam admitted. The pressures used are 
about 20 to 40 pounds per square inch. The wood is kept in 
the steam bath for various periods, depending upon the judg- 
ment of the operator, and the kind and form of timber he is 
heating. It ranges from about 2 to 3 hours for ties to 10 hours 
or even more for piling. Common practice in the South is to 
Bteam pine 1 hour for each inch in thickness of the timber. Tests 
made at the U. S. Forest Products Laboratory indicate that 
5 tx} 8 hours are required to heat ties to the center by this method. 
After the steam bath a vacuum of 24 to 26 inches is drawn in the 
cylinder by means of a pump, and at the end of this period the 
wood is ready for injection with the preservative. The length 
of time the vacuum is held varies greatly, but is usually from 
1/2 to 2 hours. Nothing is gained by holding it after the wood 
has once reached a temperature below the boiling point of water. 

Seasoning in Superheated Steam. — It will be noted that 
seasoning in saturated steam necessitates a vacuum in order to 
remove the water from the wood. With superheated steam 
this is not necessary, as it is capable of absorbing the water 
vapor driven off from the wood as fast as it is formed. Some 
of the early wood-preserving plants were equipped with su[>er- 
heaters, but on account of the unskilled labor generally em- 
ployed, much timber was destroyed by being heated at too high 
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temperaturea and moreover upkeep charges were high. It was 
largely due to such repeated losses that the use of superheated 
Bteam in timber-treating plants fell into disrepute, until its use 
has now been practically abandoned. 

Seasoning in Oil. — As with superheated steam, seasoning in 
oil does not require a vacuum in order to remove the water from 
the wood. After the wood is run into the treating cylinder and 
the doors closed, creosote oil is admitted until the cylinder is 
almost full and all the wood is submerged. Steam is then 
passed through coils in the bottom of the cylinder and the oil 
raised in temperature to about 220° P. This gradually vaporizes 
the water in the wood and the water and certain oil vapors are 
passed through condensers where the oil can be separated from 
the water by allowing it to settle. The bath in hot oil is con- 
tinued, until, in the opinion of the operator, most of the water 
in the wood has been removed. Some operators continue the 
seasoning in oil until the amount of water condensed does not 
exceed one-sixth of a pound per cubic foot of wood per hour. 
The cylinder is then filled with oil and the preservative injected 
under pressure. At the present time this method of seasoning 
is practically confined to certain plants on the Pacific Coast, 
where it ia claimed to give very good results, especially with 
refractory woods like the Douglas fir. In addition to season- 
ing the timber, this method also warms it for the reception of 
the preservative. It appears that this process may cause the 
wood to check microscopically and hence reduce its strength. 
An improvement in this process has recently been developed. 
It consists in boiling the timbers in creosote under a vacuum. 
This, of course, enables the water in the wood to be removed at 
lower temperatures than if boiled under atmospheric pressure. 
Tests made on Douglas fir timbers treated by this new method 
show but little or no decrease in strength over untreated timbers. 
This, however, ia discussed at length in Chapter XVIII. 

Soaking Timber in Water Preparatory to Seasoning It. — If 
freshly cut timber is soaked in water some of the soluble con- 
stituents which it contains will be leached from the wood. The 
wood cells will, therefore, contain a larger percentage of air space 
so that reaistance to absorption of preservative after the wood has 
been seasoned will be decreased. In order to make this difference 
one of any appreciable amount, it is necessary to soak the timber 
for long periods of time. In addition to rendering the wood more 
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permeable to preaervativea, it also causes the wood to seasoD 
with accelerated rapidity after it ia removed from the water. 
Short periods of soaking varying from 2 weeks to 2 months are 
productive of little or no beneficial results. This method has 
been tried on poles and ties, and although they lost weight very 
rapidly when first removed from the water, nevertheless they 
failed in the long run to show any appreciable decrease in weight 
over similar timber not soaked. Furthermore, the amount of 
preservative which they absorbed in excess of that absorbed by 
timber unsoaked was so small (about 1/2 of 1 percent) as to be of 
no practical value. Unless a treating plant is so situated that 
it can afford to hold timber in storage for long periods prior to its 
impregnation, or unless water soaking can be conducted (as in 
rafting timber) at a very small or no extra cost, it appears that 
water soaking as a means of preparing wood for treatment is not 
justified by the results secured. 
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CHAPTER V 
PROCESSES USED IN PROTECTING WOOD FROM DECAY 

Although a great many processes have been and are practised 
in protecting timber from decay, th^ may be logically divided 
into two rather distinct groups, based upon the character of the 
protection given. These may be turned the superficial and the 
impr^nation processes. 

Superficial Processes. — By superficial processes is meant those 
processes of treatment which aim to protect the wood by simply 
giving it a surface protection. Since in sound timber decay can 
occur only from external attack, it Is agreed that if the surface 
of the wood ia rendered resistant to the attack of wood-destroy- 
ing fungi, the entire timber will remain sound. This contention 
is without doubt correct, and when the surface of a timber is so 
preserved and the surface protection is completely maintained, 
the timber may be made to last indefinitely. Unfortunately, 
timbers so treated are very apt to have the protective coatli^ 
broken, either through abrasion or checking. When this happens 
the untreated interior is at once subject to attack, and the 
effect of the protecting shell may be completely destroyed. In 
this condition, the timber may be very dai^erous, as it gives 
the appearance of being sound although it may be entirely de- 
cayed in the interior, and hence escape detection. The writer 
has seen mine timbers painted with a preservative that appeared 
on outward inspection to be perfectly sound, but when bored 
into, were found to be little more than hollow columns because 
the wood beneath the surface had entirely rotted. Furthermore, 
it is not always possible to detect incipient decay in wood to be 
treated. In fact, this is often impossible without a microscopic 
examination, which is, of course, impracticable in practice. If 
such wood is given a superficial treatment, the incipient decay 
in the interior is liable to continue its growth and thus the 
soundness of the wood will eventually be destroyed. These 
objections can be levied against all superficial processes. 

On the other band, it is often impossible to treat wood in any 
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other way because of excessive cost. Superficial processes 
are of special usefulness when only a small quantity of wood is to 
be treated. They Eire cheap, easily conducted, and under 
ordinary conditions, efficient. When the surface of the wood 
is not subject to injury by abrasion or checking they succeed in 
greatly prolonging the life of the wood. 

Charring. — Charring is one of the oldest methods of pro- 
tecting timber from decay that has been practised. The wood is 
held over a fire until the outer fibers are charred. This process 
practically surrounds the wood with a layer of charcoal which is 
not attacked by wood-destroying fungi. The heat, furthermore, 
destructively distills a portion of the wood and forms products 
which may be toxic to fungi. The depth to which the wood 
is usually charred varies from about 1/8 to 1/2 inch. Much more 
effective results can be secured by charring seasoned wood rather 
than green wood, as the latter will dry out on exposure and de- 
velop surface checks, which will break the continuity of the 
charred surface and thus expose the untreated interior. When 
^r-seasoned wood is properly charred its life is increased. The 
treatment is very cheap and easily applied. It has a disadvantage, 
however, in that it completely destroys the strength of the 
outer fibers of wood and so weakens the wood. Furthermore, 
the beneficial effects secured from it are seldom of much 
consequence. 

Brush Treatments. — Brush treatments are more extensively 
practised than any other of the superficial processes. (See Plate 
VI, Fig. B.) As the term implies, they consist in painting the 
preservative on the surface of the wood with a brush. A large 
variety of preservatives are applied in this manner, such as calci- 
mine, wood preserving oils, paints, etc. Best results are secured 
by treatii^ only air-seasoned wood, thus avoiding danger of 
subsequent checking. Moreover, the preservative will penetrate 
dry wood better than green. With certain preservatives, such 
as creosote, most beneficial results are obtained by heating them 
to 180° or 200' F. before they are painted onto the wood, as they 
penetrate more deeply when applied hot. The penetration, 
however, seldom exceeds 1/4 inch and is generally much less. 
Brush treatments can be easily applied, are cheap and con- 
venient. In using them care should t>e taken to coat all checks, 
cracks, and joints thoroughly with the preservative. The pre- 
servative should not be applied when the wood is frozen and 
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wet If an efficient preservative is used and properly applied 
and the wood after treatment is protected from abrasion, very 
satisfactory results can be expected. Unless these precautions 
are exercised, the treatment may do no good whatever, but may 
actually result in harm. Thus, unseasoned telephone poles have 
been examined which were coated with ordinary paint and 
which had decayed quicker than similar poles set unpainted. 
In this case the poles checked after they were treated, allow- 
ing fungi to enter, while the paint formed an almost impeiv 
vious coating which kept the wood moist and hence in a very 
favorable condition for rapid decay. 

D^iag. — In view of the difficulty of working the preservative 
into checks and cracks, dipping gives more effective results than 
brush treating. To dip wood, however, it is necessary to have 
some form of tank which will hold the preservative and q'hich is 
large enough to allow the wood to be submerged. This method 
of treatment is particularly adapted to small products such as 
shingles and posts. The same precautions mentioned under 
brush treatments apply with equal force to dipping treatments. 
On account of the greater cert^nty with which the entire surface 
of the wood can be treated, dipping is safer to use than brush 
treating and, in general, yields better results. 

Impregnation Processes.— All impregnation processes aim not 
only to protect the surface of the wood from attack but also to 
force the preservative deeply into the wood. Thus, should the 
surface of the wood become broken, the fibers beneath the 
surface containing the preservative will still oifer a strong 
resistance to decay. Por this reason all impr^natlon processes 
are, as a rule, more efficient than superficial processes. 
The depth to which the preservatives will penetrate depends on 
many factors, chief of which are the kind and condition of the 
wood, the character of the treatment, and the kind of pre- 
servative used. Resistant woods like heart Douglas fir or white 
oak may, under similar conditions, only receive a superficial 
treatment. 

By far the largest quantity of wood treated in the United 
States is impregnated. Impr^nation processes are much more 
expensive than superficial processes and require more or less 
elaborate apparatus. In connection with large operations, 
however, they are unquestionably the better ones to use and the 
results secured by them are the best obtainable. For purposes 
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Fig. B. — Brush treatiDg poles. (Forest Service photo.) 
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-Wood preserving plant of the V. B. & Q. R. R.. GalcsBuJi^lfi^V ^ 
(Forest Service oboto.) 
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of discussion, impregimtioD processes may be divided into two 
classes, (1) nonpressure processes, or those using no "artificial" 
but only atmospheric pressure, and (2) pressure processes, or 
those using "artificial" or pressures greater than atmospheric. 

Ronpressure Processes. — These processes either rely upon 
the absorptive properties of the wood for the penetration to be 
secured, or upon the pressure of the atmosphere to force the 
preservative into the wood. Heavy apparatus to withstand pres- 
sures is therefore unnecessary and this fact enables plants 
operating on this basis to be built at lower cost than those operating 
on high pressures. This is one of the chief advantages claimed 
for this method of treatment. The apparatus may be an open 
vessel such as a barrel or a vat, or a cylindrical retort of metal 
similar in form to those used in the pressure processes. For the 
treatment of small quantities of timber, or when salts markedly 
corrosive to iron are used, or when only a portion of the timber 
ia to be treated, the rest being left untreated, these processes 
give very satisfactory results. As a rule the penetrations and 
absorptions obtained with them are not as deep or as uniform as 
those obtained in the pressure treatments, although, at times, 
equally as good results in this respect are secured. The time 
of treatment is also generally longer and the flexibility and con- 
trol of the plant less than with pressure processes. 

Eyanizing Process. — This process has been in use since 1832 
when it was patented in England by John H. Kyan. It was 
employed in the United States as early as 1840 and is claimed to 
be the oldest method of treating timber now practised in our 
country. The process consists in steeping timber in a solution 
of bichloride of mercury at atmospheric temperature and pres- 
sure. At Portsmouth, N. H., and Lowell, Mass., the treating ' 
apparatus consists of solid granite tanks laid in Portland cement 
and coated on the inside with tar applied hot. The wood to be 
treated is piled in the tanks with laths between each layer so as 
to allow the free circulation of the solution, which is afterward 
pumped into the tanks. The strength of the solution is usually 
about 1 percent. The timber is kept submerged for various 
lengths of time but a rough estimate is to steep it 1 day plus a 
day for each inch in thickness. Thus 2-inch plank is steeped 3 
days, 6-inch timber 7 days, etc. The depth to which the 
solution penetrates varies largely with the kind of wood treated 
but ranges from about 1/10 to 1/4 inch. The extremely poison- 
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OU8 Dature of mercuric chloride makes it imperative to handle it 
with caution. Its corrosive action, moreover, makes ite use 
impracticable in iron or steel vessels unless specially prepared. 
Like all treatments employing a water-soluble salt, it cannot be 
used to best advantage if the timber is to be set in wet situations, 
because the solution will leach from the wood. When the 
treated wood is placed in fairly dry situations, very good results 
have been reported. There is also a liability of the salt gradually 
crystallizing on the surface of the wood where it may prove 
dangerous to animals should they lick it. Although large quanti- 
ties of timber have been treated by this process, its use in this 
country has never been very extensive. This is perhaps largriy 
due to its extremely poisonous character and the comparatively 
long time it takes to treat the wood. Cases are on record where 
it is reported that spruce posts, Kyanized, have remained service- 
able for over 50 years, and hemlock ties for over 13 years. 

Open-tank Process. — Under this heading we will consider 
several processes which are very similar so far as the principles 
of treatment are concerned. They are the Seeley, Giussani, 
and nonpressure processes. All of these processes difTer in prin- 
ciple from the Kyanizing process, in that they aim to employ the 
pressure of the atmosphere in forcing the preservative into the 
wood. (See Plate VI, Fig. C) Groen or air seasoned wood may be 
used. It is first placed in a bath of hot oil and held for vari- 
ous periods, the object being to drive a part of the air, sap, and 
water out of the wood and thus bring the wood cells into a rarified 
condition. The heated timber is then quickly submerged in a 
cool preservative, whereupon a rapid contraction of the air and 
water vapor in the wood occurs, thus "drawing in" the 
■ preservative. 

Professor Seeley of New York ia reported the first to make 
use of this principle on a commercial scale, he having secured 
patents on it in 1868. Seeley used creosote oil and claimed to 
treat either green or seasoned wood. (See Chapter I for 
further discussion.) 

About 1898 Tomasco Giussani invented a similar process 
in Italy which he claimed made possible the impregnation of 
timber with dead oil of tar alone, with salt solutions alone, 
or combinations of the two. Open tanks are used and the process 
is a continuous one. The timber either green or seasoned is 
carried by a conveyor to the first tank, which contains heavy 
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creosote oil heated to about 280° F., where it is kept submerged 
until ebullition ceases (a period of from 1 to 4 hours). 
It is then conveyed mechanically to another open tank con- 
taioing cold creosote oil or zinc chloride or any other preserv- 
ing salt until the desired absorption has been obtained (a period 
of from 2 to 3 hours), after which the treatment is finished 
and the timber is mechanically removed from the treating vats. 
This process was demonstrated at the St. Louis Exposition in 
1904 where it was awarded a Grand Prize. Two plants operating 
on this process are located in Rome and Milan, Italy, but so far 
as the author knows, it is not practised in the United States. By 
this method of treatment deep penetrations of the preservative 
are possible, which, in certain timbers like loblolly pine ties, 
may extend to the center. In plants operating on this basis the 
diffusion and absorption of the preservative cannot be as practi- 
cally controlled as in pressure plants, but for a low initial cost of 
installation they are efficient. 

In 1904 the U. S. Bureau of Forestry (now the Forest Service) 
conducted an extensive series of tests with what is called the 
"open-tank" process at the St. Louis Exposition.* This method 
of treatment has since been extensively tested by the Forest 
Service with a view to perfecting it and evolving a process which 
could be efficiently used by the small consumer. It secured its 
name from the character of the apparatus in which the treatments 
are made, these being open tanks of any convenient size and shape. 
Later experiments lead to the use of closed tanks or cylinders for 
certain treatments and the term "nonpressure" was employed 
to designate the process carried on in them. In principle, there- 
fore, it diifers in nowise from any of the "open-tank" processes. 
In open- tank treatments the Forest Service recommends only the 
use of air-seasoned wood. This is subjected to a bath in hot 
creosote, but temperatures above 250" F. are not recommended 
as they are liable to injure the wood. The wood is then either 
allowed to remain in the hot oil, which is gradually cooled, or 
else changed to a tank containing cool oil, or coo! oil is pumped 
into the tank containing the timber after the hot oil has been re- 
moved. The process is adapted to the use of various preserva- 
tives such as creosote, crude oil, zinc chloride, etc. Very good 
penetrations are secured, in fact these compare favorably with 

'Circular 101, "The Open-tank Treatment of Timber," by Carl G, 
Crawford, Washington, D. C. 
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those secured in pressure processes. This process is admirably 
adapted to the treatment of poles and posts where only a portion 
of the stick is to be treated. Plants operating on this basis are 
comparatively cheap. It is possible to control fairly accurately 
the character of the penetration and absorption, especially in 
woods which lend themselves readily to treatment, like sap pine. 
For example, if a deep penetration is desired with a comparatively 
small absorption of oil, the timber should be left in cool oil for only 
a short period after it is removed from the hot bath. Another 
way is to re-treat the wood after it has been treated in cool oil. 
This tends to drive out a part of the oil in the wood provided it 
is removed from this second hot bath while it is still hot. If 
a heavy absorption is desired, the wood should be heated 
thoroughly and then submerged in cool oil until the temperature 
of the wood has reached that of the oil. 

If it is desired to impregnate the wood with a water-soluble 
salt like ainc chloride, this may be done by boiling the wood in 
the solution (which, however, is very apt to weaken it) and then 
allowing it to cool, or by boiling the wood in oil for a short 
time and then submerging it in a solution of the salt. In this 
way a deep penetration of the salt can, at times, be secured, 
while the outer portion of the wood will have an added protection 
due to the small amount of oil which it contains. 

The lei^th of time required to treat wood by the open tank 
method is very variable, but a hot bath of 1 to 3 hours 
followed by a cool bath of the same or a longer period is usually 
sufficient. A number of open-tank plants are now in operation 
in the United States, chiefly by farmers and mine and telephone 
companies. 

Pressure Processes. — ^All processes so classed rely upon the 
use of pressures above atmospheric in order to force the pre- 
servative into the wood, (See Plate VI, Fig. D.) In general, best 
results are secured by such treatment, although It is by no 
means possible to satisfactorily penetrate all woods even with 
the use of high pressures. 

Bethell {FuU-ce3l Creosote) Process.- — This process is named 
after John Bethell who took out patents in England in 183S. 
It is commonly referred to in our country as the "full-cell 
process." Either green or seasoned timber can be treated by 
this process, creosote oil (dead oil of coal-tar) being the pre- 
servative used. The timber to be treated is loaded upon steel 
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cars or "buggies," which are run into horizontal steel cylinders 
usually 7 feet in diameter by 132 feet long. Their length, how- 
ever, varies from about SO to ISO feet and diameter from 6 to 9 
feet. If the timber is green, it is subjected to a bath of live steam 
for several hours, after which a vacuum is drawn by means of 
pumps. This also is held for one or more hours according to the 
jut^ment of the operator. If the timber is air seasoned, the 
steam bath is generally omitted. Creosote oil is then run or 
pumped into the cylinder and a pressure of 100 to 180 pounds 
applied until the gauges show the desired amount of oil has been 
forced into the wood. The excess oil is then drained from the 
treating cylinder and the timber is allowed to drip for a short 
period, after which the process is ended and the charge is removed. 
Many treating engineers draw a vacuum in the cylinder after 
the excess oil has drained from it, as this tends to hasten the 
drip and dry the timber. The Bethell or full-cell process is 
considered the standard process of treating timber with creosote, 
and the most effective results in prolonging the life of wood 
have been secured by it. On account of the relatively lai^ 
amount of oil which the ties absorb, the process is, however, 
the most expensive and for this reason several modifications 
have been made. 

Boiling ProcesB. — This process was patented in the United 
States by W. G. Curtis and John D. Isaacs and the patent 
number was reissued November 1, 1895. It is used almost 
exclusively on the Pacific Coast, largely for the treatment of 
Douglas fir. Either green or seasoned wood can be treated, 
although the former is at present in more extended use. The 
wood is run into cylinders as in the Bethell process and im- 
mersed in creosote oil heated at the start to about 160° F. A 
space of about 10 inches is left clear from the top of the oil to 
the top of the treating cylinder. The oil is heated by means cf 
steam coils in the bottom of the cylinder and the temperature 
gradually raised to about 225° F. The vapors of oil and water 
pas^ng over are condensed in a surface condenser. The oil is 
kept at a temperature of about 225° F. until the rate of evapora- 
tion does not exceed about 1/6 of a pound of water per cubic 
foot of wood in the charge per hour; this being te drive the sap 
and water out of the wood. The treating cylinder is then 
filled with creosote oil at a pressure of 5 pounds per square 
inch, the temperature falling to about 200° F. The pressure 
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pump is then started and held at about 150 pounds per square 
inch until the gauges show the desired amount of oil has been 
forced into the timber. After injection, the pressure is slowly 
released through an overflow pipe, the excess oil drawn from the 
cylinders, and the charge removed. In treating dry sawn 
timber, temperatures above 214° F. and pressures over 120 
pounds per square inch are not recommended by the advocates 
of this process. It can thus be seen that the boiling process 
resembles the Bethell process except for the preliminary treat- 
ment which the timber is given. (See page 48 for improvement 
in this process.) 

The Btiekler Process. — Walter Buehler secured two patents 
in the United States on September 22, 1908 (Nos. 899237 and 
899480) on the process which bears his name. Either green 
or seasoned timber can be treated, the preservative beinc; 
creosote oil. The process is not at present in extended use. 
Green or water-soaked timber is treated as follows. It is run 
into the treating cylinder as in the Bethell process and im- 
mersed in creosote heated to a temperature of not less than 
140" F., the cylinder being completely filled with oil. The 
temperature of the oil in the cylinder is kept gradually rising 
as fast as the condensation will permit until it reaches between 
220° and 260° F. It is then held to maintain a regular and 
constant temperature within the cylinder. During this season- 
ing period the gauge on the cylinder should show a pressure of 
not more than 5 pounds. The maximum temperature is 
maintained until the condensation in the hot well shows the 
interior of the wood "to be sufficiently dry," when the steam 
in the coils is released and the cylinder filled with creosote, the 
temperature being lowered to about 200° F., when the pressure 
pump is started and the oil is forced into the wood until the 
desired amount has been absorbed. The cylinder is then 
drained of excess oil and an air pressure of 15 to 25 pounds per 
square inch is applied and held to penetrate all of the wood. 
This completes the process. 

For air-seasoned timber, a vacuum of at least 20 inches is 
drawn after the wood is placed in the cylinder, and held for at 
least 20 minutes. Creosote is then admitted and pressure ap- 
plied with the force pump until the proper amount of oil has 
been injected. The excess oil is then drained from the cylinder 
and an air pressure of 15 to 25 pounds is maintained until the 
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maximum pressure remains constant for at least IS minutes, after 
which the treated timber is removed from the cylinder. 

Tests made by the author showed that air pressures applied 
to wood freshly impregnated with creosote forced much of the 
creosote out of the wood after these pressure were released and 
greatly prolonged the time it took the timber to drip. 

The A. C. W. Proceas.~-In the A. C. W. process, bo called 
after the American Creosote Works in Louisiana in which it is 
practised, after the timber has been subjected to a preliminary 
seasoning of live steam, and after a vacuum has been drawn, air 
is forced into the cylinder until a pressure of about 15 pounds is 
obtained. Creosote is then admitted, the air pressure being 
still maintained to prevent excessive or unequal absorption of 
the oil while the cylinder is l>eing filled. The surplus air is al- 
lowed to escape through a pop valve at the top of the cylinder. 
When the cylinder is full of oil a pressure of 100 pounds or more is 
applied with a pump until the proper amount of the creosote has 
beeu forced into the timber. The oil is then run from the treating 
cylinder and an air pressure of 60 to 80 pounds applied. This 
is introduced to drive the oil into the wood to a greater depth 
and to secure greater uniformity of treatment. 

The process is not in general use and is practically confined to 
the plant operated by the American Creosote Works. 

Th£ Lowry Process. — This process is covered in the United 
States by Patent No. 831450, issued to C. B. Lowry under date of 
September 18, 1906. 

Air-seasoned timber is loaded on tram cars and placed within 
the treating cylinder. The cylinder is then filled from the 
charging tank with creosote oil at a temp>erature not to ex- 
ceed 200^ F. The main line is then closed and oil from the 
charging tank is forced by pressure pumps into the retort 
until the timber has taken oil to the point of refusal, or a 
predetermined amount. The pressure and temperature within 
the retort are controlled so as to give a maximum penetration 
of the oil. The pressure is then released and the free oil in 
the retort is drained off. A vacuum of sufficient degree and 
duration is then drawn In the retort to recover that portion 
of the free oil in the timber above the specified amount. The 
recovered oil is then drained off from the retort and the charge 
is withdrawn. The Lowry process may be termed an "empty- 
cell" process in that it aims to secure a deep penetration of 
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creosote without consuming as much of it as the Bethell or full- 
cell process. At the present time the process is in very extended 
use in the United States, particularly in treating cross-ties, eleven 
plants now operatli^ under its patent. 

Rueping Process. — -This is also termed an "empty-celi" 
process in that the object sought is a deep penetration of creosote 
with a comparatively small consumption of the oil. It was 
patented in the United States on September 23, 1902, the issue 
being to Messrs. Halsberg & Co., M. B. H., of Germany. The 
timber to be treated should preferably be air-seasoned. Green 
or partially seasoned wood is subjected to a steam and vacuum 
bath »milar to that given in the Bethell process before the treat- 
ment is begun. After the timber has been placed in the treating 
cylinder, compressed air is admitted frequently from an overhead 
tank and held until the wood is tilled with compressed air. Creo- 
sote is then admitted under a slightly higher pressure, the air in 
the cylinder gradually escaping. When the cylinder is filled 
with creosote the pressure on the oil is raised to about 150 or 
more pounds and held until no more oil can be forced into the 
wood. The cylinder is then drained of oil and a final vacuum 
drawn to increase the expansive force of the air in the timber and 
to dry the wood as quickly as possible. The length of time the 
compressed air is held, the pressure of the compressed air, the 
length and pressure of the oil period, and the length of the final 
vacuum all vary with the kind of timber under treatment. 
When they are properly adjusted, penetrations as deep as those 
secured in the Bethell process are obtained, in some cases with 
one-half or less the consumption of oil. Rueping-treated timber 
has a tendency to drip much longer than timber treated without 
the use of compressed air, and the rate of evaporation of the 
creosote from it is also likely to be greater. The process is now 
in extended use in both the United States and Europe. 

BwTiett Process. — William Burnett patented this method of 
treatment in England in 1838 and it has been in constant use 
since. It is commonly referrred to as the standard process 
using a water-soluble salt, chloride of zinc. The method of 
treatment is exactly analogous to the Bethell process, the only 
essential difference being in the character of the preservative. 
As a general rule, water solutions can be forced into wood deeper 
than oils, so that under any given set of conditions slightly better 
penetrations are secured from the use of zinc chloride than from 
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creosote. The Burnett treatment is in extensive use in the 
United States and Europe, where it has given excellent reeulta 
in prolonging the life of timber not set in v^y wet conditions. 
On account of the soluble nature of the salt, several methods 
have been employed to retard its leaching action, some iA which 
are now extensively practised. 

Rutgers Process. — ^The objections to the comparatively high 
cost of creosote and the leachability of zinc chloride are both 
partially overcome by the Rutgers process, invented by Julius 
Rutgers in Germany about 1874. Rutgers handles the timber to 
be treated in much the same way as is done in the Bethell pro- 
cess, but employs a mixture of zinc chloride and creosote as bis 
preservative. The zinc chloride is generally in a 3 to 5 percent 
solution and comprises about 80 percent of the mixture. To this 
a comparatively low-gravity creosote free from naphthalene is 
added by means of a jet of steam or air or other suitable mixii^ 
device. The timber thus treated contwns both creosote and zinc 
chloride injected simultaneously. While the process ia not 
practised in the United States, it has found extensive use in 
Germany, where it is reported to give marked satisfaction, 
particularly in the treatment of cross-ties. 

Card Process. — The principle of injecting timber simultaneously 
with zinc chloride and creosote was adopted by J. B. Card, to 
whom a patent was granted in the United States on March 20, 
1906. Card's process differs essentially from that of Rutgers in 
the manner of keeping the solution mixed. He uses about 80 per- 
cent of zinc solution to 20 percent of creosote, the strength of 
the zinc being regulated so that approximately 1/2 pound of the 
dry salt will be injected with each cubic foot of wood treated. 
This solution is first mixed in the measuring tank by forcing wr 
through perforated pipes placed on the bottom. When the 
solution is run into the treating cylinder, the agitation is continued 
by means of a centrifugal pump which draws it from the top of the 
retort and returns it through a perforated pipe running length- 
wise in the bottom of the cylinder. The steps in the Card proc- 
ess are analogous to those in the Bethell process. Air-seasoned 
timber ia advocated. After this is run into the cylinder a vacuum 
of 22 to 26 inches is drawn for about 1 hour. The preservative 
mixture is then admitted at a temperature of about 180° F. and a 
pressure of about 125 pounds per square inch applied to it by 
means of force pumpa for 3 to 5 hours, or until the desired 
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absorptioDB have been secured. During this period, the centrif- 
ugal pump is kept running in the manner described above, to 
a^tate the solution in the cylinder. The cylinder is then drained 
of excess preservative and a final vacuum drawn to assist in dry- 
ing the timber, after which the charge is removed. Difficulty 
may be experienced in keeping the solution uniform during treat- 
ment, unless the proper conditions are maintained. Good 
penetrations of both creosote and zinc chloride are secured in this 
process, which is now extensively used in the United States, 
particularly for the treatment of cross-ties. 

W^hmtae Process. — Experience with the Wellhouse or zinc-tan- 
nin process began about 1881, when some ties were treated in St. 
Louis, Mo. In the early 80's and 90's this method of treatment 
was extensively used in the United States but at the present time 
the amount of timber treated by it is comparatively small. The 
chief objections to its use were apparently the many manipula- 
tions required and the difficulty of satisfactorily operating them. 

The timber to be treated is handled much the same as in 
the Burnett process except for the mampulations of forcing the 
preservative into the timber. After the timber has been placed 
in the treatii^ cylinder and seasoned, as in Bumettizing, a so- 
lution of zinc chloride and glue in the proportions of 1 1/2 to 3 
percent of the former to one-half of 1 percent of the latter 
is forced into the wood by means of pressure pumps under a 
pressure of about 125 pounds per square inch and held for 3 to 6 
hours. The excess preservative is then drained from the cylinder 
and a water solution of one-half of 1 percent tannin is introduced 
and forced into the timber at 125 pounds pressure for about 2 
hours, after which the excess tannin solution is drained from 
the cylinder and the charge removed. The tannin combines with 
the glue and forms a "leathery substance" which tends to plug up 
the pores of the wood and retard the zinc chloride from leaching 
out. The process was later modified by injecting the glue sepa- 
rately, it being found that it retarded the entrance of the zinc 
solution. The temperature of the treating solution as well as 
the strength of the zinc chloride used was also raised. 

While the mixture of glue and tannin does tend to plug the 
wood cells, nevertheless, the extent to which they do this has 
been exaggerated. The zinc-chloride solution not only resists 
the entrance of the glue and tannin in subsequent injection, but 
the air confined in the wood tends to push the plug out of the 
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cells due to its expansive force. Microscopic exominationa of 
Weilhouse-treated wood have shown that the "plug" is only a 
surface coating and seldom actually extends into the timber. 
While very good results have been secured from this method of 
treatment, it is believed that better results could have been ob- 
tained if a strong preUminary vacuum had been drawn and held 
while the zinc solution was entering the cylinder. The Well- 
house process is comparatively cheap, costing about 18 cents per 
tie, and has succeeded in more than doubling the life of ties which 
like hemlock, red oak, and gum decay very rapidly. 

ABardyce Process. — So called after R. L. AUardyce, who sug- 
gested its use. The timber to be treated is handled much as in the 
Wellhouse process except that creosote instead of glue and tannin 
is used. A 4 percent zinc-chloride solution is forced into the 
wood at a pressure of about 130 pounds per square inch, after 
which the cylinder is drained and refilled with creosote, this be- 
ing injected under a pressure of about 180 pounds per square inch 
so as to form a continuous outer layer around the zinc-treated 
timber. As might be expected, the penetration of the creosote is 
sl^ht. If, however, the timber is removed from the cylinder after 
its injection with zinc chloride and allowed to air season, and then 
re-treated with creosote, better results are obtained. The delay 
thus occasioned and the increased cost of handling then become 
serious objections. The AUardyce process b not in extensive 
use at this time. 

The author treated a number of red oak and maple ties by 
reversing the AUardyce method. These were first impregnated 
with 2 to 3 pounds of creosote per cubic foot, after which 
the cyfinder was drained and refilled with a 3 percent zinc- 
chloride solution forced into the wood until 1/2 pound of the 
■dry salt was injected. The cylinder was drained and the 
charge removed. The results secured were very similar to those 
obtained in the Card process, much of the creosote being carried 
further into the wood. By this manipulation, delay in treating 
and increased cost of handling are avoided, but unless extreme 
care is exercised the zinc-chloride solution will soon become 
contaminated with the creosote, so that the amount of each con- 
sumed will become a matter of speculation. 
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CHAPTER VI 

PRESERVATIVES USED IN PROTECTIHG WOOD FROM 
DECAY 

Properties of Efficient PreserratiTeg. — Hundreds of chemicals 
and compounds have been advocated and tested to preserve 
wood from decay, but only a few of them possess sufficient 
merit to justify their use for this purpose. As was shown in 
Chapter II, decay in timber is caused by fungi and bacteria. 
To preserve wood from decay it is therefore absolutely essential 
to protect it from the attacks of these organismB. In brief, all 
fungi and bacteria which decay wood require certain amounts 
of heat, air, moisture, and food in order to live. If one or more 
of these essentials can be eliminated, these organisms cannot 
live and hence wood will remain sound indefinitely. The basic 
problem, therefore, in any efficient preservative process is to ac- 
complish this. Obviously a control of heat and air around struc- 
tural timber set subject to decay is exceedingly difficult and 
generally impracticable. Hence a control of the moisture in 
the wood and the food of the fungus (which is the wood sub- 
stance) are the two most practical lines of preventing attack. 
Wood kept constantly under water is too wet to permit the fungi 
to grow and will remain sound ad infinitum. Conversely, wood 
kept constantly air dry or drier contains too little moisture 
for fungous growth and will never decay — to wit, the durability 
of furniture in dwellings, etc. All successful wood preservatives, 
therefore, either keep the wood comparatively dry orelse poison 
the wood so that the organisms attacking it are killed. 

The amount of moisture in wood necessary for the growth of 
wood-destroying fungi is not definitely known. It is the author's 
opinion that in general it must be not less than 20 percent. 
Certain fungi which have the ability of making or transporting 
moisture may be able to attack wood containing a smaller 
moisture content than this. It is well known that posts set in 
the ground decay in or near the ground and rarely in the top. 
To secure some data on the distribution of moisture in posts, 
the author placed several cedar posts in the ground and took 
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moisture borings 2 inches deep 2 feet below ground level, 
at ground level, and 3 feet above ground level, at various 
periods extending over a year. That portion of the poets buried 
in the ground contained in general about 30 percent moisture, 
that near the ground line about 32 percent, and that near the 
top lesa than 17 percent. If, then, wood can be impregnated 
or coated with a substance that will keep it comparatively dry, 
the fungi and bacteria will be unable to develop and the wood 
will remain sound. This is the basic principle involved in the 
use of nontoxic oils, like petroleum. 

In general, most effective results in prolonging the life of timber 
from decay are obtained by using some chemical which is toxic 
and which thus pobons the food of the fungus. Toxic preservar- 
tives differ considerably in their effectiveness against fungi. 
Considerable work ha^ been done by a number of investigators 
to determine the smallest amount of preservative necessary to 
inhibit fungous growth. This is called the "toxic limit." One 
of the most satisfactory methods of doing this is by means of 
cultures in glass dishes by what is known as the "petri-dish 
method." It consists, in brief, in pouring into the sterilized 
petri-dishes a solution of agar-agar of the following approximate 
composition: Juice from 1 pound of beef, 25 grams of Loff- 
lund's malt extract, 20 grams of agar-^ar, and 1000 c.c. of dis- 
tilled water. Upon this medium is placed a small mat of fungus 
mycelium. The dish thus inoculated is placed in a constant 
temperature oven for about 6 weeks. Various amounts of the 
preservative to be tested are weighed on a chemical balance and 
mixed into the culture medium. The fungus will grow readily 
on low concentrations but a concentration is finally reached 
above which no growth occurs. The smallest concentration 
which inhibits growth is called the "toxic limit" or "toxicity" 
of the preservative. A number of preservatives have been 
tested in this manner by C. J, Humphrey at the U, S. Forest 
Products Laboratory, the results being given in Table 4 
The greater the toxicity of a preservative, the greater is its 
ability to kill fungi and keep wood sound. It frequently happens, 
however, that those preservatives which are most toxic are not the 
ones which give best satisfaction in prolonging the life of wood, 
because they may have certain inherent characteristics which 
vitiate or preclude their use. Chief among these are their 
permanency, and corrosion of iron. 
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Practically ail inorganic preservatives are soluble in water, 
and will, if exposed to ordinary atmospheric conditions, leach 
out of wood. If they should do this at a rapid rate, the wood 
will soon be left unprotected so that the fungi can attack it. 
In order to be effective, therefore, such preservatives must 
remain in the wood for long periods. 

While organic preservatives are, as a rule, insoluble In water 
many of them volatilize when exposed to the atmosphere, so 
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that the amount remaining in the treated timber may eventually 
become so small as to be ineffective in further protectii^ the 
wood from decay. This is particularly true of the lighter 
fractions of coal-tar creosote, as is shown in Fig. 5, which 
represents the rate at which various fractions of coal-tar creosote 
and creosote evaporated from sap loblolly pine sticks 6 inches in 
diameter and 24 inches long impregnated with about 18 pounds 
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each of oil and later exposed to the atmosphere.' In this figure the 
temperature represents the limits between which the distillates 
were obtained from the creosote. The permanency of the 
higher boiling fractions is well shown. Other teste* made on 
timbers subjected to service for 20 or more years also show that 
the higher boiling constituents are the most permanent. 

Tablb 6. — Corrosive Action or thb Preservativb' 
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0.0401 
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Wood creosote (Douglas fir) 
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0.0062 








Zinc sulphate <b) by-produot.. .. 




4.1746 
0.1688 
0.0181 




Cresol calcium..' 



(a) Equivalent to 2. 1 percent si 

(b) Equiv&lent to 6.2 percent x: 

As nearly all wood preserving plants are built of steel cylinders, 
any preservative which attacks steel cannot, of course, be used In 
them. This excludes such preservatives as mercuric chloride, 
copper sulphate, etc., from standard practice. A number of 
tests were run at the U. S. Forest Products Laboratory to de- 
termine the corrosive action on steel of various wood preserva- 
tives. A strip of flange steel of the quality specified by the 

1 Circular 188, U. 8. Forest Service, by C. H.Teesdale. The Volatili- 
zation of Various Fractions of Creosote after Their Injection into Wood. 

' See circulars 98 and 199, U. S. Poreat Service. 

• "Teats to Determine the Commercial Value of Wood Preservatives," 
by H. F. Weiss, Eighth International Congress of Applied Chemistry. 



)v Google 



PRESERVATIVES USED IN PROTECTING WOOD 69 

American Society for Testing Materials, August 16, 1909, was 
submerged in the preservative and heated to a constant tem- 
perature of about 98" C. The preservative was changed every 
week for four weeks in the case of oils; with aqueous solutions it 
was changed every day for one week. The difference in the 
weight of the steel before and after submersion was taken to 
indicate its corrosion. All depositions on the surface of the 
metal were removed as nearly as possible with a rubber "police- 
man" each time the preservative was changed. At the end of 
the test, where electrolytic deposition of metal had taken place, 
the deposited metal was removed by acid and its amount 
determined by ati analysis of the acid solution. The deposited 
metal thus obtained was added to the loss of iron and this total 
represented the total corrosion. The corrosive action of the 
various preservatives tested is shown in Table 5. 

The odor of the preservative sometimes influences its use, 
particularly if the wood is to be placed in dwellings. All inorganic 
preservatives are practically odorless and hence not objectionable 
on this account. Many of the organic preservatives, particularly 
the "creosotes" from wood, coal, and petroleum, have strong 
odors which are quite offensive. If allowed to air season thor- 
oughly before being placed in position much of the odor can be 
removed. 

It frequently happens that it is desirable to paint wood arti- 
ficially preserved. This is particularly the case with wood used 
in dwellings, greenhouses, etc. Creosoted timber cannot be 
painted satisfactorily with any of the lighter pigments, but 
practically all of the salts are free from this objection. Two 
other factors of practical significance in determining the 
value of a chemical for wood preserving purposes are the effect 
the preservative has on the strength of the wood treated with it, 
and the ability of the preservative to penetrate the wood. If the 
preservative is such as to seriously impair the strength of wood 
treated with it, it will necessitate the use of larger timbers and 
hence increase the cost of the structure. Moreover, if the 
preservative is of such a nature that it cannot be forced into 
wood, its value is considerably decreased on this account, because 
it will succeed in only protecting the surface of the wood. Any 
injury to the surface will therefore result in exposing the un- 
treated interior. Tests to secure data on both these points were 
conducted at the TJ. S. Forest Products Laboratory on air- 
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seasoned hemlock. Approximately 8 pounds of the preservative 
per cubic foot in the case of oils and 1/2 pound or more of 
the dry salt in the case of water solutions were forced into the 
wood by the Bethell process. The wood was then permitted 
to air season and tested in bending on a 30,000-pound testing 
machine, the strength of the treated pieces being compared with 
that of the untreated. In the penetrance tests the preservative 
was forced into a hole bored into the wood under a constant tem- 
perature of 180° F. and pressure of 80 pounds per square inch for 
30 minutes when oils were used and 3 minutes for salt solutions. 
The sticks were then sawed and the depth to which the preserva- 
tives entered was measured. The results of both these tests are 
shown in table 6. 
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The effect of the preservative in the wood upon the inflamma- 
bility of the wood is also an important consideration, particularly 
in mines, bridges, and dwellings. This effect is described at 
length in Chapter XVI. 

It can be seen from this discussion that many factors aside from 
coat, ease of transporting, etc., affect the practical value of a 
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preservative, and that no one preservative poBsesses all the re- 
quirements which will make its use applicable to all conditions. 
A selection is therefore imperative. 

The preservatives which have most conspicuously succeeded 
in fulfilling the above requirements may be logically grouped into 
three classes, (1) water-eoiuble preservatives, (2) crude oils, and 
(3) creosotes. 

Water-soluble PreservatiTes. — While a lai^e number of water- 
soluble preservatives have been tested, only a few have proven 
of any practical value. Most of them are either not sufficiently 
toxic against fungi or form reactions with the wood which tend 
to destroy the strength of the wood. This latter is particularly 
the case with iron sulphate and chemicals strongly alkaline. Of 
the many water-soluble preservatives tested, copper sulphate, 
mercuric chloride, sodium fiouride, and zinc chloride have given 
best results. 

Copper Sulphate. — This salt was first put to extensive use by 
Margary in England about 1837. It was later used by Boucherie 
in France, where it is still commonly employed in treating timber, 
particularly poles. It is strongly toxic against wood-destroying 
fungi. It is readily soluble in water and easily leaches from wood 
treated with it. The chief objection to its use is its action on 
iron, the copper being immediately deposited. It cannot, on 
this account, be used in the standard type of timber-preserving 
plant. It is comparatively cheap, costing about 5 to 6 cents per 
pound, and when injected into wood gives good results. It it 
almost as efficient as zinc chloride, poles treated with it in 
Germany lasting 11.7 years as compared with similar poles treat 
ed with zinc chloride which lasted 11.9 years. One desirable 
quality is the ease with which the preservative can be seen in the 
wood, as it stains the wood cells a distinct green. The use of this 
salt is now practically confined to France. The amount of timber 
treatedwithit in the United States is insignificant. It is believed, 
however, to have distinct merit, particularly for the treatment of 
green posts and poles. (See Boucherie process for further 
discussion.) 

Mercuric Chloride. — This is the most toxic wood preservative 
in use. It was first extensively employed by Kyan in England 
about 1832. Extremely small quantitcs of this salt in wood 
will absolutely kill all wood-destroying fungi. Its toxic limit is 
even below that of such toxic salts and acids as potassium di- 
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chromate, silver nitrste, hydrochloric acid, etc. It cannot be 
safely tested with agar in petri dishes since it unites with the pro- 
t«id elements of the agar. 

Magnin and Sternberg' conducted extensive tests with various 
antiseptics upon the septic micrococcus, with the following 
results: 

Corrosive aublim&te 1 part in 40,000 prevented development. 

Copper sulphate 1 part in 400 prevented development. 

Zinc chloride 1 part in 200 prevented development. 

Carbolic acid 1 part in 300 prevented development. 

Mercuric chloride ia much less soluble in water than ginc 
chloride or copper sulphate. It, unfortunately, severely attacks 
iron, hence its use is debarred in modem treating plants. Al- 
though it is expensive, costing about 70 cents a pound, neverthe- 
less the very small quantity necessary to keep wood sound does 
not by any means render its use prohibitive. On account of its 
very poisonous nature, solutions of mercuric chloride must be 
handled with extreme care or mercurial poisoning will result. 
This salt is not in extended use at the present time in this country 
but is employed by a few Kyanizing works in New England. In 
India and Africa it is reported as givii^ very good results against 
the attacks of white ants. Poles treated with it in Germany 
lasted 13.7 years as against 11.9 years for zinc-treated poles. 

Sodium Fluoride. — The commercial application of sodium 
fluoride to the preservative treatment of timber is comparatively 
recent. It has been tested by Malenkovio in Austria for the 
past 8 years with apparently excellent results. It ia more 
toxic than zinc chloride (see Table 4) and is not so readily leached 
from the wood. Its corrosive action on iron is also slight, being 
less than that for zinc chloride, so that it can be used in modem 
timber -treating plants. Its cost is also comparatively low, being 
about 5 to 7 cents per pound. No records are known 
showing the use of sodium fluoride as a wood preservative in the 
United States. Extensive experiments, which have thus far 
yielded very satisfactory results, are now under way at the 
U. S. Forest Products Laboratory and it is quite likely that this 
salt may find a large commercial application in this country.^ 

Zinc Chloride. — About 20,000,000 pounds of zinc chloride are 
now used annually in the United States in treating timber — an 
amount which makes it by far the most extensively used water- 

' Boutton — The Preservation of Timber, 1885. 

• It ia now in commercial use (Feb., 1916). 
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soluble aalt. It was first employed on an extensive scale by Sir 
William Burnett in England about 183S and timber is now 
treated with it in all the larger European countries. Zinc chloride 
is very toxic against wood-deatroying fungi, offering about the 
same resistance as coal-tar creosote. Its chief fault is its solu- 
bility in water, which property renders it inadvisable to use 
zinc-treated timbers in wet localities. In localities which are 
not excessively wet, the zinc chloride will remain in the timber for 
many years. Numerous cases are on record which show zinc- 
treated ties have remained durable for 10 or more years, while 
the untreated failed in 4 to 5 years. It appears from various 
analyses which have been made that certain amounts of zinc 
chloride injected into wood combine with the wood forming a 
compound insoluble in water. Whether or not this combined 
zinc chloride is toxic has not yet been definitely determined. 
If it is not, it probably is of little or no value in preserving the 
wood. 

Zinc chloride will also corrode iron, although the extent to 
which it does this at concentrations used in treating wood is so 
small as to be of no serious moment. It is customary, however, 
to figure higher depreciation on zinc-chloride plants than on 
creosote plants due to its more corrosive nature. 

The cost of zinc chloride is small, being about 4 or 5 cents a 
pound. Moreover, the quality generally produced in this 
country is of very high grade, far superior to that commonly pro- 
duced abroad. Zinc chloride is purchased fused in drums of 500- 
or 1000-pound capacity, or in concentrated (about 50 percent) 
solution. When in high concentration the solution is basic and 
will strongly attack wood, reducing it to a pulp. At dilute con- 
centrations the solution is acid. 

Owing to its importance as a wood preservative, the following 
specification for the purchase of zinc chloride is given. It is 
the one used by the U. S. Forest Products Laboratory. A 
similar specification is in use by the American Railway Engineer- 
ing Association. 

"The fused zinc chloride must contain at least 94 percent of water- 
soluble chloride of zinc and it must be slightly basic; that is, contain no 
free acids. It should be practically free from soluble iron and in no case 
will it have more than 0.022 percent of this element. It shall not con- 
tain more than one-half of 1 percent of other inorganic impurities in- 
soluble in hydrochloric acid." 
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Although several methods have been suggested for determinii^ 
the amount of zinc chloride injected into wood, the following is 
believed to be the most accurate and satisfactory.* 

The material to be analyzed is first dried in the form of discs or sec- 
tions and should be a fair average. The discs are then reduced to saw- 
dust and 5 grams are weighed into a 500 c.c. short-neck, round-bottom 
Jena boiling flask: 50 o.o. of a previously prepared saturated solution of 
potassium chlorate in concentrated nitric acid is then added in the cold 
and mixed into it by a vigorous shake. A violent reaction, accompanied 
by the evolution of considerable heat, immediately takes place but sub- 
sides after a few minutes leaving a wine-colored solution in which parti- 
cles of partly digested wood are floating. When cool, 10 c.c. of concen- 
trated sulphuric acid (sp. gr. 1.8) arc added and the solution again shaken. 
This dissolves all the wood substance. The solution is then boiled. 
More potassium chlorate-nitric scid solution is added and the solution 
kept boiling until do further charring occurs on evaporation to sulphuric 
acid and the solution remains a pale yellow. When cool, it is diluted 
with 100 c.c. of water; 10 c.c. of dilute nitric, 10 c.c. of 2 percent ferric 
chloride solution, and 1 gram of citric acid are then added, and the solu- 
tion again allowed to cool. AStsi cooling it is neutralized with ammo- 
nia leaving it slightly ammoniacal. The volume is brought up to 200 
c.c. and the temperature to 80° C at titration. The standard solution of 
potassium ferrocyanide is then run in from the burette until a drop of 
the titrated solution when placed in the center of 1 c.c. of the glycerine 
acetic acid indicator leaves a permanent greenish-blue ring. At this 
point the titration is complete. Calculations are then made from the 
analytical data. To calculate the results in pounds of zinc chloride per 
cubic foot of wood, the specific gravity of the wood must be known to 
within 0.005. Then multiply this specific gravity to 62.5 and this prod- 
uct by the percentage weight of zinc chloride found by analysis to 
obtain the amount of zinc chloride per cubic foot of wood. 

If knowledge of the actual amount of zinc is not desired, but 
simply an idea of how deeply it has penetrated, two methods are 
su^ested. One is to cut a section through the stick to be ex- 
amined and dry it thoroughly in a drying oven heated to 100° C. 
until all water has been evaporated. The wood will be turned a 
deep brown wherever the zinc chloride has penetrated. A 
second method is to dip the freshly cut disc of treated wood for a 
few seconds in a 1 percent potassium ferrocyanide solution. 
Remove the excess solution with a blotting paper and redip the 
disc into a 1 percent solution of uranium acetate. On drying, 

> Method developed by Bateman, U. S. Forest Products Laboratory. 
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the untreated portion of the wood will have a dark red color while 
the treated portion will be much lighter. 

Crude Oils. — Crude oils are not widely used in treating timber 
in our country. They rely upon their ability to preserve wood 
on their tendency to "waterproof" it and thus keep it too dry for 
wood-destroying fungi. A promising development consists in mix- 
ing toxic preservatives with crude oil, using the latter as a diluent. 
The oils are all practically nontoxic, although some of them are 
slightly poisonous to fungi. In order to "waterproof" the wood 
it is necessary to force comparatively large quantities of the oil 
into it. This makes crude-oil treated timber quite heavy and 
very liable to drip oil, especially if exposed to a hot atmosphere. 

Three varieties of "crude oil" are in use, viz., crude oil with a 
paraffin base, crude oil with an asphaltic base, and residuum, 
which is a product of petroleum distillation. All these crude 
oils have a gravity less than water, whereas all creosotes are 
heavier than water. Crude oils with a. paraffin base are found in 
large quantities in Ohio, Pennsylvania, and other states. They 
are usually lighter in color and gravity than the oils with an as- 
phaltic base. These latter oib occur in California and part of 
Texas. Residuum, which is the heavy, rather viscous oil 
remaining after the distillation of the lighter portions of the 
crude oil, varies in gravity and viscosity according to the method 
of manufacture. If too viscous, it cannot be made to penetrate 
wood. It is best, therefore, when it contains a fairly large 
pwcentage of lighter constituents. None of the crude oils 
penetrate coniferous woods as readily as creosote. This msy be 
due in a large measure to their inability to dissolve the resin in the 
wood as is done by creosote. The price of crude oils varies from 
about 2 to 5 cents per gallon. In treating timber with crude 
oil it is customary to force as much oil into the wood as it ia 
possible to get in — an amount which varies of course with the 
different woods. If 12 pounds of oil per cubic foot can be 
retained in the wood, a heavy impregnation has been secured. 

Creosotes.' — Owing to their abiUty to preserve wood, creosotes 
will be discussed in detail, as they are the most important pre- 
servatives now known. 

Much misunderstanding exists as to the meaning of the term 
"creosote." It is delined by the Standard Dictionary as "a 
colorless to yellowish oily liquid compound consisting of a mixture 

' The data given on creoHotea is largely taken from Circular 206, U. S. 
Forest Service — "Commercial CreoBotea"— by Carlile P. Winalow. 
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of phenols distilled from wood, and having a smoky odor and 
burning taste. It is a powerful antiseptic and is used for the 
preservation of timber, meat, etc.; called also oil of wood-tar and 
oil of smoke." Allen, in his Commercial Organio Analysis, 
says: "The name 'kreosot' was first applied by Reichenbach, 
in 1832, to the characteristic antiseptic prindple contained in 
wood-tar. Carbolic acid was discovered soon after by Runge in 
coal-tar, and was long confused with the wood-tar principle; 
and the crude carbolic acid from coal-tar is still known as 'coal- 
tar creosote.' Somewhat similar products are now obtained from 
other sources, so that much confusion has arisen. The term 
'crecraote,' when used without qualification, ought to be under- 
stood as signifying the product from wood-tar, but it is better 
to describe Reichenbach's body as 'wood-tar creosote,' and era- 
ploy the unqualified word 'creosote' in a generic sense as meaning 
the mixed phenols and phenoloid bodies obtained from v^ood-tar, 
coal-tar, blast-furnace tar, shale oil, bone oil, or other sources." 

In its original meaning, therefore, the term "creosote" was 
applied to a product obtained from wood, and the term is still 
used thus in pharmacy, and refers to a refined product derived 
from the destructive distillation of beech or other hardwood. 
However, with the development of both the wood-preserving 
and the coal-tar industries, the term "creosote oil," frequently 
abbreviated to "creosote," gradually came to be applied to the 
heavy distillates from coal-tar, and the use of the term has be- 
come more and more extended until, at the present time, it ia 
commonly used in referring to the distillates heavier than water 
from any tars or tar-like substances, and is even erroneously used 
to cover products containing admixtures of undistilled tar or 
pitch. As a result of this lax use of the word it conveys but little 
to those conversant with the subject and is confusing to those 
unfamiliar with commercial practice. More specific terms are 
evidently needed to properly differentiate between the various 
creosotes. The most useful classification from the wood pre- 
server's point of view would be one based upon the merits of the 
various products but lack of sufiicient data renders this impossible 
at this time. The most practical classification at present must 
be based upon the source and method of production. The 
following terms and definitions are suggested: 

1. Creosote is a distillate heavier than water obtained by the 
distillation of a tar or a tar-like substance. 
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2. Coal-tar creosote is a creosote derived from coal-tar pro- 
duced by the destructive distillation of coal at a temperature high 
enough to produce a tar consisting, for the most part, of 
hydrocarbons of the aromatic series.' 

3. Oil-tar creosote* (water-gas tar creosote) is a creosote 
derived from oil tar. This tar may be obtained from the de- 
structive distillation of petroleum in a gas retort, producing 
oil-ga? as a main product and oil-gas tar ae a by-product, or by 
the cracking of gas oil in the carburetor of a water-gas plant pro- 
ducing carbureted water-gas as a main product, and carbureted 
water-gas tar as a by-product. 

4. Wood-tar creosote is a creosote derived from a tar produced 
by the destructive distillation of wood. 

5. Mixed creosote is a creosote produced by mixing other 
material with a given creosote, such as another creosote, pitch, 
undistilled tar, or petroleum, or it may be secured by the dis- 
tillation of a mixture of two or more tars on tar-like substances. 
In view of the similarity between certain mixed creosotes and 
creosotes obtained by the distillation of coal-tar, produced at 
temperatures sufficiently low to permit the production of hydro- 
carbons of the paraffin series, these latter distillates are also 
classed under this heading. 

Tars. — Although there are a variety of tars from which creo- 
sotes may be produced, the most important commercial ones may 
be classified as coal-tars, oil-tars, and wood-tars. The sources 
and general methods of production of these tars are as follows: 

Coal-tars. — The important coal-tars are derived chiefly from 
two sources: The destructive distillation of bituminous coal 
at high temperatures and the combined distillation and com- 
bustion of bituminous coal at comparatively low temperatures. 
The first, which furnishes by far the greater proportion of 

' Creosotesecured from ooftl-tar produced at Buffioiently low temperature to 
permit the production of hydroaarbons of the paraffine series might also be 
included uader the name of coal-tar creosote, but in view of the paraffin 
hydrocarbons it is classed in this publication as mixed coal-tar creosote. 

* Inasmuch as the derivatives of oil-gaa tars and water-gas tars contain do 
pheaoloid bodies, the use of the term "creosote" in this connection might, 
from a purely technical standpoint, be considered erroneous. However, 
the t«nn b used commercially at the present time in this connection, and a 
careful consideration of the various deBoitiona used in this publication 
should prevent any misunderstand ing. 



)v Google 



78 THE PRESERVATION OP STRUCTURAL TIMBER 

the total Bupply, is produced in the manufacture of colce and 
gas in by-product retorts and gas-house plants. Bitununoufl 
coai is destructively distilled at temperatures varying from 
1500° F. to 3000° F., until the charge has been reduced to 
coke. During the process the ammoniacal liquor and tar are 
separated from the generated gases by condensation and wash- 
ing. The tars naturally vary in their properties according 
to the character of the coal, and of the retorts, and according 
to the temperatures used. These factors in turn are largely de- 
pendent upon which of the two main products, gas or coke, is 
primarily desired; tar acids, however, are always present in the 
tars and usually the temperatures are sufficiently high in both 
cases to produce tars consisting largely of hydrocarbons of the 
aromatic series. 

Coal-tars produced at relatively low temperatures differ from 
those produced at higher temperatures in the character of their 
hydrocarbons. Since the temperatures are not high enot^h to 
transform all of the hydrocarbons to the aromatic series, the 
tars contain, to a greater or less extent, hydrocarbons of the 
paraffin group. Tars secured from blast furnaces using 
bituminous coal as fuel and from the Mond producer plants, where 
bituminous coal is used in the manufacture of gas for power 
purposes, are representative of this group. The production of 
such tars, however, is not extensive in this counby. 

TVoter-ffos Tar&. — Of the oil tars, that produced in the manu- 
facture of water gas is by far the most important in its relation 
to the manufacture of creosote. The method of production is, in 
general, as follows: The "generator" is charged with coke or 
anthracite coal, which is burned by the aid of an air blast to 
a cherry red. The hot gases so formed are passed through the 
"carbureter" and "superheater," which consists of vertical 
cylindrical chambers filled with a checkerwork of fire brick. 
After these bricks are heated to the proper temperature the 
air blast is discontinued and steam is blown into the generator. 
The gases formed by the contact of the steam with the hot coke 
or coal pass into the carbureter, into which petroleum "gas oil" 
is sprayed at the same time. This oil is partially cracked by the 
high temperature of the fire brick and combines with the gases 
from the generator to increase their illuminating power; the 
process of cracking continues through the superheaters. The gas 
is then passed to the condensers and washers, where tar is con- 
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densed and collected. Thia t>ar differs in its constituents from 
coal-tar produced in the by-product coke ovens and gas retorts 
both in the absence of tar acids and in the presence of hydrocar- 
bons of the paraffin eeries; usually, however, the quantity of 
paraffin hydrocarbons present is comparatively small. 

Some oil-tar also is produced by the destructive distillation 
of crude petroleum in the manufacture of oil gas. In tars from 
this source the quantity oi paraffin hydrocarbons present is 
generally much greater than in that produced in the manufacture 
of carbureted water gas. 

Wood-tars. — Wood-tar is produced in a manner somewhat 
similar to that in which by-product coal-tar is formed. Wood is 
destructively distilled inretorts, and charcoal is produced, together 
with gas and a liquid distillate which consists largely of pyro- 
ligneous acid and a product called crude tar. The tar and acid 
are separated by settling and by distillation. Wood-tars are quite 
different from coal-tars and contain, in particular, less of the 
aromatic hydrocarbons. 

Distillation of Creosote from Tars. — Prom any or all of the 
foregoing tars, either alone or in mixture, creosote may be pro- 
duced. The general process of manufacture is similar in all 
cases. The tar is distilled in a metal retort or still and the vapors 
are condensed and collected. Those distillates which are heavier 
than water form the true creosotes used in wood preservation. 
The temperatures at which the creosotes are obtained vary greatly, 
but generally lie between about 200° and 360° C. The actual 
temperatures in each case depend largely upon the character 
of the residue desired. In the United States the manufacture 
of creosote from coal-tar is generally secondary to the manu- 
facture of soft pitch; and in such cases the maximum tempera- 
ture during the distillation is comparatively low. In Europe, 
on the other hand, coal-tar is distilled largely for the production 
of the coal-tar dyes, and the distillation is carried to higher tem- 
peratures. The creosote, therefore, contains a relatively greater 
amount of the higher boiling constituents than the American 
product. 

As already stated, pitch, undtstilled tar, or other similar mate- 
rials are frequently mixed with a creosote, and whiiesuch mixtures 
are sometimes sold as creosotes, the term is improperly applied 
except as it relates to the distilled product. 

The complexity of the many hydrocarbons and their de- 
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rivativea which may be produced in the destructive distillation 
of coal, oil, and wood makes it impossible to state precisely the 
nature of the various constituents of all creosotes. However, 
they may be broadly divided into two classes, compounds of the 
aromatic series and compounds of the paraffin series. The 
characteristic difference between the two lies in the greater chemi- 
cal activity of the former. Coal-tar creosote consists almost 
wholly of aromatic compounds, and the long period of successful 
use of such creosote has led to the general feeling that these con- 
stituents are the more desirable. 

The compounds of the aromatic series may be divided into 
three groups, as follows: (1) "Light oils," which distill below 
205° C. and consist largely of phenols and cresols, or tar acids; 
(2) naphthalenes, which distill between approximately 205" 
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FiQ. 6. — DerivatioD of coal-tAr creosote. 

and 255" C; and (3) constituents of an anthracene nature dis- 
tilling above 255° C, which will be referred to collectively 
as "anthracenes." Some or all of these are found in most 
creosotes. 

Of these constituents the tar acids possess the highest anti- 
septic properties; they are, however, soluble in water and are 
more volatile than the other constituents. The naphthalenes and 
anthracenes are neither so antiseptic nor so volatile as the tar 
acids and are practically insoluble in water. There is much 
discussion as to the relative value of these diEferent constituent, 
but, largely as a result of experience, the presence of tar acids is 
believed by many to be essential. While a large proportion of 
naphthalene is sometimes advocated, particularly for the pres- 
ervation of piling, a reduction in the quantity of this constituent, 
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with a corresponding increase in the amount of anthracenes, is 
believed to increase the value of a creosote for general purposes. 

Coal4ar Creosote. — Fig, 6' shows graplucally the derivation 
and general composition of coal-tar creosote. The relative 
quantity of tar acids, naphthalenes, and anthracenes will of 
course vary according to the character of the tar and the tem- 
peratures used during its distillation, but generally the tar acids 
present will not exceed 5 percent, the naphthalenes will comprise 
from 15 to 50 percent, and the anthracenes will comprise the 
remainder. As previously defined, it contains practically no 
paraffin hydrocarbons. The creosote as a whole b antiseptic, 
insoluble in water, and somewhat volatile; it is sufficiently free 
from "free carbon," and fluid enough at temperatures used in com- 
mercial treating plants, to offer no great resistance to entrance 
into the wood. 

Tests made at the U. S. Forest Products Laboratory show the 
toxic limit of coal-tar creosote to be between 0.2 and 0.4 per 
cent. Very small amounts of it will therefore protect wood from 
decay. In general, the lighter fractions are more toxic than the 
heavier fractions. They are also far more volatile and when 
injected into wood by themselves evaporate at a rapid rate 
(Pig. 5). The heavier constituents of coal-tar creosote are there- 
fore, in addition to being slightly toxic, of direct value in helping 
to retain in the wood these lighter oils. The permanency of 
the heavier oils is well illustrated by an analysis made of a pile* 
in actual service in the Gulf of Mexico for 30 years. This pile 
was cut into three sections, samples from which were then ex- 
tracted for creosote, with the results shown in Fig. 7. 

Numerous similar examples could be cited, all of which show 
that the lighter fractions of coal-tar creosote are not permanent. 
While considerable heated discussion has occurred as to their 
value,* it is the author's opinion that these lighter oils have 
distinct merit in prolonging the life of timber, and if they had 
been absent entirely from the creosote, it is doubtful if such long 
periods of service could have been secured. 

1 In Figs. 6 and 8 the term "Bolid at room temperature" (20° C.) is 
used in desoribing the condition of certain of the fractioiu distilled from 
creosote, when, at the ordinary temperature of a room, they retained their 
position in Uie receiving flask when vigorously shaken. 

• U. 8. Foreet Service Circular 199, "Quantity and Quality otCreoaot* 
Found in Two Treated Piles after Long Service," by E, Bateman. 

■ "The Preservation of Timber," by S. B. Boulton, 1885. 
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Coal-tar creosote does not corrode iron to any appreciable 
d^ree (see Table 5) and for this reason is admirably adapted 
for use in the steel cylinders of modern timber treating plants. 

When heated, the vapors arising from the oil may attack the 
skin and cause a very irritating swelling and burning. This 
effect is not produced on most people, but complaints have been 
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Pia. 7. — Distillation of creoeote Temaining in a pile after 30 yean' service. 

made by workers who come in contact with creosoted timber, 
particularly trackmen, and several law suits have resulted. Even 
the cold oil may produce such an injury. It is not, however, 
serious and, with caution in handling the treated timber, even a 
sensitive person can become immune to any discomfort. 

The price of coal-tar creosote varies considerably and for the 
past few years has been steadily rising. In lai^e quantities the 
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average price in eastern United States is now about 6 to 9 cents 
per gallon. In the West, the price is from two to three times 
this amount, and, in small orders, even more. The sharp 
demand for the oil, and its present limited production give little 
hope that the price will lower materially in the immediate future. 
Much discussion has occurred concerning the quality of 
creosote best suited to the treatment of timber. Until recently 
discussion has resulted in little practical value because the 
demand for the oil was so great the consumer was glad to receive 
most any kind he could get. Now, however, several grades of 
coal-tar creosote can be obtained, but no uniformity exists as 
yet as to the quality best suited to preserve wood. Most authori- 
ties agree that a comparatively heavy grade is better than a light 
grade. The specifications which are perhaps in most extended 
use at present in the United States are the ones adopted by the 
American Railway Engineering Association. They allow three 
grades of oil, the specifications reading as follows: 

"Grade lOil. — The oil used shall be the best obtainable grade of coal> 
tar creosote; that is, it shall be a pure product obtained from coal gas 
tar or coke ovea tar and shaJl be free from any tar, oil or residue ob- 
tuned from petroleum or any other source, including coal gas tar or 
coke oven tar; it shall be completely hquid at SB" G. and shall be 
free from suspended matter; the specific gravity of the oil at 38° C. 
shall be at least 1.03 when distilled by the common method — that is, 
udng an 8 ounce retort, asbestos covered, with standard thormometer, 
bulb 1 /2 inch above the surface of the oil — the creosote, calculated on the 
basis of the dry oil, shall ^ve no distillate below 200° C, not more than 
5 percent below 210° C, not more than 25 percent below 235° C, and the 
residue above 355° C. if it exceeds 5 percent in quantity, shall be soft. 
The oil shall not contain more than 3 percent water," 

Grade 2 oil, which is considered "next best," is similar to the 
"standard" just quoted except for the amount of fractious dis- 
tilled at varying temperatures, these beii^ " not more than 8 per- 
cent below 210° C. and not more than 35 percent below 235° C." 

Grade 3, which is poorer than Grade 2, differs from it only 
in specific gravity and the amount of distillates at various tem- 
peratures, these differences being "the specific gravity at 38° C. 
shall be at least 1.025. Not more than 10 percent of the 
oil shall distill below 210° C; not more than 40 percent below 
235° C." 

The specification in use by the U. S. Forest Service is slightly 
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more rigid than the above, particularly as regards the method 
of analyzing the oil (see appendix). Most of the confusion which 
has occurred concerning the proper kiad of creosote to use haa 
come through lack of definite data. Commercial motii'es and 
an attempt on the part of certain "experts" to mystify the trade 
have also added to the complexity of the situation. In all 
probability, as experience grows the situation will clear and 
specifications for coal-tar creosote will be drawn dependii^ on the 
use to which the oil is to be put. Until such data is available 
the safest course to pursue is to demand a comparatively heavy 
oil of known purity. 

In treating paving blocks a heavy oil is generally used, the 
idea being that it will stay in the wood and will have a marked 
waterproofing effect. Thus the "Association for Standardizii^ 
Paving Specifications" adopted in 1911 the following grade of oil: 
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Fio. 8. — Derivation of wftter-gaa-tar creosote. 

"The preservative to be used shall be a coal-tar product, free from 
adulteration of any kind whatever, and shall comply with the 
followir^ requirements. (1) The specific gravity shall be not less 
that 1.10 or more than 1.14, at a temperatute of 38" C. (2) Not 
more than 3^ percent of the oil shall be insoluble by hot continu- 
ous extraction with benzol and chloroform. (3) On distillation, 
which shall be made exactly as described in Bulletin 95 of the 
American Railway Engineering and Maintenance of Way Associa- 
tion, the dbtitlate shall not exceed 2 percent up to 150° C. and 
shall be not less than 30 or more than 40 percent up to 315° C." 
It is thus apparent that theoil need not be a coal-tar "creosote" 
and must contain a considerable amount of the heavier con- 
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atituents ia coal-tar in order to have the gravity required. This 
matter is also discussed in Chapter XIII. 

WaUr-ga3-tar Creosote. — Of the oil-tar creosotes, that from 
water-gas tar ia practically the only one used for wood preserva- 
tion. Fig. 8 illustrates its derivation and general composition. 
This creosote is not more volatile nor soluble in water than coal- 
tar creosote, contains no "free carbon," and offers no marked re- 
sistance to entrance into the wood. In fact, water-gas-tar 
creosote may be produced which on fractional distillation will 
display a groat similarity to coal-tar creosote. There is a dif- 
ference, however, in the constituents of the two creosotes, as 
shown by the difference in certain physical properties of fractions 
distilled from them at equal temperatures, rurthermore, water- 
gas-tar creosote is distinctive in the absence of phenols and ore- 
sols, and usually in the presence of hydrocarbons of the paraffin 
group ; it is not so antiseptic as coal-tar creosote. Unfortunately, 
quantities of this oil are mixed with coal-tar creosote, so that it is 
often impossible in practice to detect its presence. While this 
oil undoubtedly has considerable merit as a preservative of timber, 
there is not sufficient precise data available to warrant giving it the 
confidence which the coal-tar product now enjoys. Careful tests 
show its toxicity to be about 3 to 4 percent as compared with coal- 
tar creosote, which has a toxic limit of from 0.2 to 0.4 percent. 
The most reliable tests known to the author were made by the 
U. S. Forest Service in treating mine timbers (see Chapter XII) 
which failed to last as long as similar timbers treated with the 
coal-tar creosote. 

Although it is slightly more corrosive of iron than creosote from 
coal-tar, its action is so slight that its use in steel cylinders can- 
not be considered objectionable on this account. 

The price of water-gas-tar creosote is seldom quoted but it is 
generally a cent or two a gallon less than the coal-tar product. 
There is no doubt but that much of this oil is sold as a coal-tar 
creosote either alone or in combination and as such commands 
the same price. 

The National Electric Light Association is the only association 
known to the author which has framed a specification for water- 
gas-tar creosote to be used in preserving wood. This specifica- 
tion reads as follows: 

"ItBhallhavea specific gravity of at least 1-03 and not morethanl.OS 
at 38° C. There shall be not over 1 percent of residue insolublein hot 
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benzol. The oil shiill contEuu not over 2 percent of water. The residue 
remaining upon Bulphonating a portion of the total distillate shall not 
exceed K percent. When 200 grams of the oil are distilled in accordance 
with the requirements of the specifications for the analysis of wat«r gas 
tar, dead oil or water^as-tar creoBote and the results calculated to wat«r 
free oil (o) not more than 2 percent of oil shall distill off up to 205° C, 
(it) not more than 10 percent shall distill off up to 235° C, (c) not more 
than 60 percent shall distill off up to 315° C, (ti) the coke residue shall not 
exceed 2 percent." 

The method of analysis referred to calls for a 300 c.c. side-neck 
Lunge distilling flask provided with a trap.' 

Wood-tar Creosote.— Of the wood-tar creosotes, that most used 
in the past has been secured from resinous woods. The derivation 



Fio. 9. — Derivation of wood-tar 

of such creosotes is illustrated in Fig. 0. Lack of authentic data 
prevents even a general statement as to its constituents, but the 
proportion of tar acids and volatile constituents is generally great- 
er, and of naphthalene and anthracene much less, than in the coal- 
tar creosotes. Wood-tar creosotes have been used to some extent 
as wood preservatives for many years. They are, as a rule, not as 
toxic as coal-tar creosote, their resistance being less than the 
coal-tar product. 

On account of the comparatively large amount of acids which 
they contain, they corrode iron to a much greater extent than the 
coal-tar oil and their use in this connection may be considered 
objectionable. It is but fair to state, however, that this property 
could be largely overcome if the acids were removed from the 
oil. Their supply has been so limited and cost so comparatively 

> Report of Committee on Preservative Treatment of Poles and Croas- 
Arma," National Electric Light Association, June, 1911. 
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tugh that little serious attention has been paid to them except 
in the manufacture of certain patented products and "stains." 
The rapid rise in the price of coal-tar creosote and its limited 
supply have of late attracted considerable attention to the 
creosotes from wood, hence it is likely their use in preserving 
wood may become more general in the future. 

At present these oils are rarely quoted below 12 cents per 
gallon even in large quantities, so that the coal-tar product must 
lise appreciably or the price of the wood-tar oils must fall 
appreciably before their extensive use will occur. In addi- 
tion to the tars from resinous woods, there is no good reason 
why the tars from hsj-d woods cannot be used in manufacturing 
creosotes. If this is done a larger output will be possible. Just 
now, no stability in composition is recognized in wood creosotes 
for preservit^ timber and hence no general specification for them 
exists. 

Mixed CoaUtar Creosotes — A large part of the creosote pro- 
duced in this country falls into the class of mixed coal-tar 
creosote. Some is made by the mixture of undistilled coal-tar, 
or oil-tar, or pitch, with coal-tar creosote ; some is produced by 
the partial distillation and combustion of bituminous coal at 
comparatively low temperatures; and some is secured through 
the manufacture of soft pitch when coal-tar and water-gas tar 
are distilled in admixture. The nature of all mixed coal-tar 
creosotes cannot be described, because their constituents and 
relative merits- as wood preservatives vary in each case accord- 
ing to the materials used in their production and preparation. 
Admixtures of undistilled tar or pitch containing free carbon 
will, however, tend to decrease the penetrance of the creosote, 
while the admixture of products which contain appreciable 
amounts of constituents of the paraffin series will doubtless 
affect in some measure the antiseptic properties of the creosote. 

Paints and Stains. — Wood which has been painted with 
ordinary paint (usually a mixture of linseed oil, turpentine, and 
an Inorganic pigment) such as is used in decorating buildings is 
partially protected from decay because it is rendered partially 
waterproof. The spores of wood-destroying fungi will not 
develop readily on the surface of painted wood. To secure best 
results only air-seasoned wood should be painted, as green wood 
will be very liable to surface check and expose the untreated 
interior. Furthermore paint will not adhere as well to green 
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timber. The layer of paiat usually adheres to the surface of 
the wood and has Uttle or no peaetrating power. Moreover, 
it is generally porous so that certain amounts of water can pass 
through it. Judged as a preservative of timber, ordinary 
paint must be considered inefficient and under certain conditions 
may even do the timber more harm than good, as it tends to 
equalize moisture in the wood and thus render the interior more 
favorable to decay. 

Stains, on the other hand, penetrate the wood, although as a 
rule only a slight distance from the surface. In addition, they 
are generally toxic, so that fungi comity in contact with them 
will be killed. The composition of stains varies greatly but th^ 
commonly have a base of creosote either from coal-, oil-, or wood- 
tars, to which is added a vegetable or mineral oil to act as a 
body for the pigment they carry. Best results with stains are 
secured by applying them only to thoroughly air-dry wood, and 
whenever possible heating them slightly so that greater pene- 
trating power is obtained. As a rule, stains are better pre- 
servatives of wood than paints, and their use, particularly 
for dwellings, has become very popular of late. 
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CHAPTER VII 

THE CONSTRUCTION AND OPERATION OF WOOD 
PRESERVING PLANTS 

la Chapter V we described the relative merits of the open- 
tank and pressure plants and the geaeral features of their opera- 
tion dependent upon the particular process selected. In this 
chapter we will describe the construction of the plants, the 
eEEect of the various mechanical manipulations used in them, 
such as pressure, vacuum, etc., and the cost of buildup the 
plants. 

Open-tank Plants. — Several types of open-tank plants have 
been constructed. Perhaps the simplest consists in fitting an 
iron pipe 3 or 4 inches in diameter, blind at one end, into' a 
wooden or iron barrel. A fire is then built around the pipe, 
which thus heats the oil in the barrel. With wooden barrels 
trouble is likely to be experienced in maintaining tight joints. 
If desired 2 barrels can l>e joined together with one piece 
of pipe about 8 feet long, and the capacity of the plant thus 
doubled. Plants of this kind cost less than t5 each. (See Plate 
VII, Pig. A.) 

Another simple method consists in building a fire directly 
under an iron barrel or tank which is mounted upon stones to 
form a proper foundation and fire box. More effective results 
are secured by walling the vessel with brick or stone, thus 
allowing the heat to pass around the sides as well as the bottom. 
The draft can also be controlled through a small pipe. (See Plate 
VII, Fig. B.) Plants of this type cost from $10 to $25 each. 

In the types just described, it is difficult to control the in- 
tensity of the heat. Better results can be secured if steam is 
employed, this being passed through coils in the bottom of the 
tank. Plate VII, Fig. C, shows such an apparatus in which the 
steam is supplied by a traction engine. In order to cheapen 
the cost of the tank, sheet or galvanized iron reinforced in a 
wooden frame may be used in place of heavier metal. If desired 
a second tank capable of submerging the entire timber in cool 
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preservative can be used and the capacity of the plant thereby 
increased. Such a plant including piping costs about $50. 

A still more elaborate type consists in building a large rec- 
tangular or cylindrical open tank of 1/4-inch or 5/16-inch iron 
of various dimensions depending upon the size of the material to 
be treated, and pumping the preservative into it after the wood has 
been placed in position. This necessitates, in addition to the 
treating tank, a good force pump, boiler, and auxiliary tanks to 
hold the preservative. Plants of this kind are well adapted for 
treating larger quantities of timber than would ordinarily bo the 
case in the plants described above, or heavier timbers such as 
poles. Their cost varies, of course, with their size, but will rai^e 
from about S2000 to S6000. One similar to that shown in Plate 
VI, Fig. C, cost J2500 complete. 

All the plants above described are aimed to heat only a portion 
of the timber, although the entire stock can in some cases be 
submerged in the preservative should this be considered neces- 
swy. Another type of plant for treating comparatively large 
quantities of small timber such as ties and poles consists in 
passing them through the hot preservative by means of an 
endless chain, the length of time they are in the preservative being 
controlled by the speed of the chain. Such a plant is shown in 
Plate VII, Fig. D, and has been used with satisfactory results by 
a traction company in New Jersey. It cost about $1600 and 
has a capacity of about 1200 ties per 10-hour day. Because 
of the large surface exposed, only those preservatives which 
volatilize at high temperatures should be used if most economic 
results are to be secured. Treatments in plants of this kind are 
really nothing but prolonged dipping reatments and in this respect 
differ from the Giussani process, which submei^es the wood in a 
subsequent bath of cool preservative by passing it through a 
second tank. 

Pressure Plants. — Considerable quantities of timber are most 
efficiently handled in pressure plants, which fact accounts for the 
large number now operating in this and foreign countries. (See 
Plat© VI, Fig. D and Plate VIII, Fig. A.) The essential features 
in all plants operating on this basis are quite similar, although 
the details of construction and operation vary through wide 
limits, these depending upon the opinions and experience 
of their builders and the class of work the plant is to handle. 
In general, the following units are characteristic of all pres- 
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A hot bath; rectangula.r tank is for a cold bath. (Forest Service photo.) 



Fia. D. — Opeu tank wood preserving plant for liea. The tied are carried 
through the plant on an endlesa chain, (Photo through courtesy of the 
Public Service Corp., Newark, N. J.) 
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OPBHATION OF WOOD PRESERVING PLANTS 91 

sure plaats: (1) A retort house, (2) a pump house or 
room, (3) a boiler house, (4) a machine shop or room and (5) a 
yard for storing, loading, and handling the timber. Some plants 
are also equipped with a sawmill for framing the timber prior to 
its injection with preservatives. The arrangement of these 
units in a typical plant is shown in Fig. 10. Variations, of 
course, occur, especially if the plant is to operate a special process, 
or only on a given kind of timber. Furthermore, the cylinders 
may vary in number from 1 to 9 or more, in which case a different 
arrangement of the units would be made. 



The Retort House. — The retort house is built primarily to cover 
and protect the treating cylinders or retorts. In beat con- 
struction it is made of steel, brick, or re-enforced concrete, al- 
though a wooden structure may be used if minimum cost is 
desired. To guard against loss of preservative due to leaks, 
or accident, the floor is sometimes made of solid concrete with 
appropriate drains to a sewer or undei^ound tank, and de- 
pressed so that the level of the rails in the retorts will be the same 
as that of the outside tracks. It is well to so construct the build- 
ing that a free ventilation can be obtained to carry off the vapors 
which frequently arise during the operation and to keep the 
temperature in the house from becoming oppressive to the 
workmen. 

Retorts (or Cylinders). — These are invariably built of steel 
and are cylindrical shells mounted horizontally upon concrete 
piers. Their diameter varies from about 6 to 9 feet, and length 
from about 50 to 180 feet. A good size is 7 feet X 132 feet. 
The 7-foot diameter enables a more economic utilization of space 
in the cylinder than a smaller diameter and is not too large to 



)v Google 



92 THE PRESERVATION OF STRUCTURAL TIMBER 

make the handling of the cylinder cars expensive and cliunay. 
The same reasoning applies to a length of 132 feet or thereabouts. 
The thickness of the metal in the retorts varies from about 5/16 
to 1 inch. Good practice is to use metal of such thickness that 
working pressures of 150 to 203 pounds can be safely used. In 
some cases lower pressures of 100 to 125 pounds give satisfaction. 
The plates of which the retorts are made are riveted with either 
butt or lap joints. !For high pressures the former is the moresatis- 
factory. In order to completely drain the retorts a slight pitch is 
given them. It is very important to have the retorts mounted 
upon firm piers, or trouble from buckling is likely to occur. If 
the plant is built on marshy ground the piers should be made 
wide at the base and close together or mounted on piles. The 
retort is perforated to admit pipes, gauges and thermometers, and 
often has a small dome riveted on the top and in the middle to 
act as an expansion chamber for the contained air and oil. 

Retort Thermometer. — The manner of placing the retort 
thermometer is very important or incorrect readings of tem- 
perature will result. The bulb of the thermometer should not 
be too close to the shell of the retort but should be at least 2 
inches from it. The thermometer preferably should be inserted 
near the middle of the retort and half way up. In order to be 
sure of the reading a pet cock should be inserted in the ther- 
mometer plate and some oil drawn off during the treatment. 
In addition to the direct-reading thermometer, recordii^ ther- 
mometers are also highly desirable, as they give a complete record 
of temperature during the entire treatment and enable the 
manager to get an accurate check on his men. Care should be 
exercised to see that the thermometer is properly calibrated and 
guarded against the men tampering with it. By ascertaining the 
temperature at various points in the retort (by means of a 
maximum and minimum thermometer) the thermometer inserted 
in the shell can be calibrated to give the average reading in the 
cylinder. 

Retort Gauges. — These are inserted in the retort to record the 
pressures in it, whether above or below atmospheric. They may 
be inserted at any convenient point in the top of the shell. If 
direct reading, the gauges should be protected from injury by pre- 
servative by means of a water seal or diaphragm. The author's 
experience with combination pressure and vacuum gauges has 
not been satisfactory and it is believed separate gauges give better 
results. Self-recording gauges are highly recommended. 
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Fio. A, — Small wood preaerviog plant designed by the U. S. Forest 
service in co-operation with the Louisiana Creoeoting Co. (Forest Service 

Photo.) 



Fig. B. — View through a large treating cylinder, Note guard rails, atcani 
coils and track. International Creosoti'ng and Construction Company. 

IFadnt pat* 02.) 
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Fio, C. — Spider door with independent sockets. {Photo, through courtesy 
of the AUis Chalmeia Mfg. Co.) 



FiQ. E. — Construction of a cast steel door. (Photo tbroueh courtesy iMn 
the AUis Chalmere Mfe. Co.) S 
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Anchors and "Turtles." — As the temperature of the retort 
varies considerably, it is necessary to anchor the retort and also 
allow for its expansion and contraction. Anchorage can best be 
made at the middle. There are several methods of doing this 
but embeddii^ a channel or angle iron riveted to the retort 
in a concrete pier or "tie rods" in two piers prove satisfactory. 
In some plants the retorts rest in cast-iron saddles or "turtles," 
which are permitted to elide back and forth over plates embedded 
in the piers, thus providing for expansion. In other cases the 
turtles are made of wood. Although steel rollers are sometimes 
used to permit a freer movement of the "turtles," they are not 
necessary, as equally satisfactory results can be obtained by 
simply permitting the expansion and contraction to take place over 
flat surfaces. 

Retort Coils. — Steam coils placed in the bottom of the retort, 
generally over its entire lei^h in order to heat the preservative 
are a source of constant expense and trouble unless they are 
properly laid, as they dilute the preservative with steam and cause 
leakage of the preservative. (See Plate VIII, Fig. B.) The int- 
portance of first-class construction in these coils cannot be ovet^ 
emphasized. A few plants omit the coils but as a general rule 
they are necessary for best results. Common practice consists 
in screwing extra heavy 1 1/4 to 2-mch pipes into extra heavy 
return beads or headers. If this is done only sharp threads should 
be used and no white lead or any similar material should be 
permitted in order to make the joints tight. Two schemes which 
appear meritorious are to use cast-iron radiators in place of coils, 
these being coupled in series, or to place one steam pipe in- 
side another, leaving one end free so that it can expand and 
contract at will. This latter device has been found very satis- 
factory in practice. In order to protect the coils from possible 
injury due to derailment and from dirt off the timber, per- 
forated steel plates are frequently laid over them.' 

Guard Rails. — When the cylinder cars loaded with wood are run 
into the treating retorts, the tendency is for them to float off the 
track after the perservative is admitted. This is because the 
buoyant force exerted by the wood is greater than the dead weight 
of the cars. To overcome the possibility of such trouble, guard 
rails are generally used. Three types of such guard rails are in 

* Mr. J. B. Card has invented a new method of heating creosote during 
treatment. He baa a heater outside the cylinder and circulates the oil 
thrai^ it and the treating cylinder. 
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use. In one an angle iron a bolted to the seats riveted to the 
shell of the cylinder. The car with ita load can float partially off 
the tract equal to the distance between the top of the retort and 
the top of the iron bale or hoop fastened to the car — aspace usually 
of 1 1/2 to 3 Inches. As the preservative is run from the cylinder 
the car gradually settles into position on the track. 

In the other two types a projecting flange is generally riveted 
to the cylinder car, which slides under the guard rail and thus 
prevents the car from floating, the only difference in the two 
types being that in one the projectii^ flai^e is riveted on the 
bottom of the car, while in the other it is on top of the frame. 

Retort Doors. — These may be fastened on one or both ends of the 
treating cylinder, depending largely upon the ease with which 
the timber can be handled in the yard. Retorts with but one 
door are entirely satisfactory and in the author's opinion are 
preferable to retorts with doors at both ends. When one door is 
used the other end of the cylinder is closed with a dished head, 
thus saving extra expense and often trouble. Retort doors are 
always fitted to cast-iron or steel rims or "collars" riveted to the 
shell of the cylinder. These collars are machined with a dove- 
tailed groove to hold a gasket against which the "tongue" on the 
door can press. Asbestos rope pounded into this groove and its 
surface kept well lubricated with graphite and oil makes a very 
satisfactory packityj. 

There are several types of doors but they may be classed 
into two groups, "spider doors" and "bolt doors." The former 
enable the cylinder to be opened and locked easily and quickly, 
and for this reason are preferred by some. They are, however, 
more expensive than bolt doors and are more liable to get out of 
adjustment and cause leaks. Two kinds of spider doors are 
generally used. The one shown in Plate VIII, Fig. C, has a 
center screw and lever nut arranged so that each lever has an 
independent connection to the frame. The type shown in Plate 
VIII, Fig. D, is stronger and better constructed and so arranged 
that the levers are connected to the frame by a continuous- 
flange ring. Both of these types swing on hinges. 

Most treating plants now use some form of bolt door, as the 
small time of opening and closing is not a very important factor, 
their cost is low, and their construction simple and efficient. 
There are several types of bolt doors and several methods of 
arranging the bolts. A good type is one constructed of solid 
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cast steel, with independent Tee-bolts fastened to the cylinder 
and swinging on hinges without a wheel support. This is 
shown in Plate VIII, Fig. E. Doors are sometimes constructed 
of a cast-eteel rim to which is riveted to a dished-steel plate. 
Such doors are light in weight but not as strong as those of 
solid cast steel. (SeeP]ateIX,Figs.AandB.) In some plants the 
bolts are not mounted to the cylinder but simply rest in slots 
so they can be removed when not in use. This is the cheapest 
construction but not as good as where the bolts are fastened and 
hence always in position ready for use. Bolts with an "eye" 
in place of a "Tee" are also used, being fastened to a ring which 
passes through the eye, which is in turn tapped to the collar on 
the cylinder. This construction is very satisfactory but has an 
objection in that if one bolt becomes damaged it is necessary to 
remove all those fastened to the portion of the ring ou which it 
swings in order to make repairs. However, as such damage 
occurs but seldom and as this construction is cheaper than the 
independent Tee-bolts, it has very much merit in its favor. 

It is very important to properly imbed the curved iron plate 
or rail upon which the door wheel rolls or the door will either 
jam or not rest on the wheel. Furthermore, improper founda- 
tions will throw the cylinder out of alignment and render the 
wheel useless. 

Inorderto avoid hinges, doors are sometimes cast without them, 
as is shown in Plate IX, Fig. C. In this case they are supported 
on a small derrick or overhead track so they can be swung or 
run out of the way during the transfer of the cars. Further- 
more, they render it unnecessary to entirely remove the nut 
as is done on some of the bolts near the hinge. However, by 
proper design this objection can be remedied on the hinged 
door. 

Retort Lagging. — Practice in regard to lagging or covering 
the retorts to prevent heat losses due to radiation varies widely. 
In northern plants where fuel is high and outside tempeiature 
at times very low, several plants have covered their retorts and 
tanks and secured very good results. The chief objection to 
covering retorts is the expense and trouble in case of cylinder 
leaks. It is common practice, however, to lag all steam pipes. 
Most plants use exhaust steam to heat these various tanks and 
consider the lagging of the retort unnecessary. It is the author's 
opinion that lagging is desirable and if properly applied will more 
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than pay for itself in a few years. Mr. R. W. Yarborough con- 
tributed an interesting paper on this subjeot at the 1911 con- 
ventioa of the Wood Preservers' Association. Mr. Yarborough 
roughly estimated that about 2,000,000 B.T.Us. were lost per 
hour in operating a retort 7 feet X 132 feet, which is equivalent to 
the consumption of about 187 pounds of coal. With coal at S3 
per ton, this represents a loss of about 30 cents per hour, or $2.40 
per 8-hour day. It costs about $300 to $1200 to cover a 
7 foot X 132 foot retort, depending upon the kind of lagging used. 
Most any iibrous material which is a poor heat conductor can 
be employed. Cheap coverings can be made according to the 
following: (1) Sawdust and starch re-enforced with poultry wire, 
(2) cotton seed hulls, (3) mixture in equal parts of lime, sawdust, 
and asbestos, (4) sawdust, tar felt, and wood slats. 

The Pun^ House or Room. — It is highiy desirable to have the 
pumping machinery as close to the retorts as possible, as this 
avoids unnecessary piping and renders the operation more accur- 
ate and less troublesome. (See Plate IX, Fig. D.) In best practice 
this is accomplished by either building the purap house adjoining 
the retort house or placing the machinery in the retort house and 
separating it from the retorta by means of a fire wall or partition. 
Fumee arising from the cylinders are thus confined to the retort 
house. In the pump house are installed the force pumps for 
moving the preservatives, vacuum pumps, compressed-air 
pumps, fire pumps, and at times electrical equipment in case the 
plant is to operate at night. Gauges for recording temperature, 
pressure, and vacuum in the retorts are also frequently installed 
here, as well as the devices for measuring the absorption and 
consumption of the preservative in the retorts and measuring 
tanks. The arrangement of this apparatus is one of the most 
important features in designing a wood preserving plant. It is 
very essential to use only high-grade machinery and then, if 
funds permit, provide for duplicate units. Cheap pumps and 
rigid units always result in troublesome delays and repairs, mak- 
ing good work almost an impossibility. Machinery made by 
any high-grade concern can, however, be used, its selection being 
largely a matter of personal taste. Rubber gaskets should not 
be permitted if they are likely to come in contact with creosote. 
Likewise, if zinc chloride is to be used the pumping parts should 
be so constructed that they will not be corroded too rapidly 
and hence cause the pumps to work unsatisfactorily. It is es- 
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Fig. a. — The construction of the collar and door in a i 
Note cylinder track and guard rails. (Photo courtesy of tl 
Mfg. Co.) 



Fio. B. — Construction of a door with cast st«el rim and dished plate steel 
head. (Photo, through courtesy of the AUia Chalmers Mfg. Co.) 
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Flo. C. — Cylinder doors without hinges. Norfolk CreoBotiag Company 

(Forest Service photo.) 



)v Google 



OPERATION OF WOOD PRESERVINO PLANTS 97 

sential also to have pumps of such design that the packing and 
worlciiig parts can be easily inspected and replaced. Either 
wet or dry vacuum pumps may be used. If the latter, a aurface 
condenser will be found advantageous. Some plants have done 
away entirely with force pumps in moving the preservative 
and apply pressure in the retorts by using compressed air. The 
author's experience with such equipment has shown it to be 
highly satisfactory, aa it is quick, efficient, and cleans the pipes 
thoroughly. Care should be taken, however, to prevent an 
emulsifying of the oil, especiallv if it cont^ns much water. In 
fact, it is good policy to so design the plant that the oil can be 
transferred with a minimum of agitation. 

According to Mr. F. J. Angler, the advantages of the air- 
pumping system over the hydraulic system are:' 

"Only one tank is required for each retort, that tank Berving in the 
triple capacity of pressure tank, measuring tank, and drain tank. 

One air pump is ample for three retorts, while one hydraulio pump is 
required for each retorii. 

The maintenance of one air pump is much less than three hydrau- 
lic pumps, and is decidedly cleaner. The air pump requires less at- 
tention, and lessens the coat of packing, lubricants, valves, valve seats, 
plungers, etc. 

An ur pump is a necesdty in plants uung hydraulic pumps for blowing 
bock solution, unless those plants are equipped with expensive under^ 
ground receiving tanks. In the latter case an air pump can be dispensed 
with in lieu of a loige dl pump for ptmiping solution back into the woric- 
ing tank. The undei^^und receiviug tank is more expenave in opera- 
tion than the lur pump, and no doubt this is the reason why so few plants 
ore thus equipped. 

One air pump can be operated on two or more retorts at the same time 
without deranging the gauge readings. This is not practicable with 
hydraulic pumps. 

Experience has taught us that it is practically impossible to nuuntfun a 
steady and constant pressure on a charge of timber with a hydraulic 
pump, even though it is equipped with relief valves, while with the wr 
pump this is easily accomplished. 

The amount of steam required to operate one air pump is not more 
than would be required to operate three hydraulic pumps, but as 
the exhaust steam is used for heating purposes, this feature is not so 
important. 

The initial cost of installing the lur-pump system is a trifle more than 

' F. J. Anfcier, Proceedings American Wood Preservers' Ass'n., 1014. 
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for the hydraulic pump system, but the m&inteitaiice is less, and in the 
long run ur is more economical. The following statement will give some 
idea of the relative first cost, which may vary one way or the other, 
depending on local conditions: 

Cost of Aib-pump Ststeu 
One air pump (capacity 8 cubic feet of compressed air per 

minute at 175 pounds gauge pressure) (1200.00 

Three pressure-measuring-drain tanks 2000.00 

Piping, valves, etc. (estimated) 400.00 

Total cost of air-pump system $3600.00 

Cost of Htdraduc Pomp STeraii 

Three hydraulic pumps 91000.00 

Three measuring tanks 900,00 

Two drain tanks 400 . 00 

One low-pressure air pump 500.00 

Piping, valves, etc. (estimated) 600.00 

Total cost of hydraulic-pump system S3400 .00 

With hydraulic pumps there is more machinery to care for, more 
tanks to look after, and more piping and valves to maintain. There is 
also more work for the engineer, and unless everything is compactly 
arranged the engineer will require on assistant. With the air pump one 
man can ea^y look after the entire operation with greater satisfaction 
and with better results." 

The Machine Shop or Room. — This may be an independent 
building or a room adjoining the retort house, but in either case is 
a very important element in a pressure preserving plant, espe- 
cially if the plant is remotely situated. In addition to hammers, 
chisels, wrenches, etc., it is very desirable to have a good forge, 
especially for repairing cylinder cars. If the plant is large a lathe 
will also be found handy. Too much attention cannot be paid to 
a good pipe-fitting outfit, and only clean, sharp dies should be 
permitted about the plant. 

The Boiler House. — ^As a precaution against fire, the boiler 
house should be a separate building situated some distance from 
the treating plant proper. There is nothing novel about the 
construction of the boiler house. A common mistake, however, is 
to undeiestimate boiler capacity, especially where steaming is 
practised and low temperatures are encountered. A good ratio 
is about 160 H.P. to a cylinder 7 feet in diameter X 132 feet in 
length with a working pressure of 125 pounds. 
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Yard. — The yard arrangement is one of the most important 
features of a wood preserving plant. (See PlateX.Fig. A.) To 
have the yard designed in a flexible manner so any point can be 
easily reached without unnecessary distance, to economize in track 
equipment, to allow proper storage for the timber, and ready 
means of loading and unloading it is not a problem easy of solu- 
tion. Many yards are poorly designed, resulting in an unnec- 
essary initial expenditure and excessive operating costs. While 
the yard layout will vary considerably depending upon the re- 
quirements peculiar to each plant, certain general essentials 
applicable to all yards can be given. 

In the first place, the yard should be level, well drained, free 
from rank vegetation, and if possible covered with cinders. The 
timber should be piled off the ground at least S inches, preferably on 
creosoted stringers, with sufficient space between the piles to allow 
a free circulation of air and ready inspection. No decayed wood 
about the yard should be tolerated. 

The track should be well constructed, with good bearing for 
each tie, properly spaced, in perfect alignment, and even grades. 
The rail should not be too light but should run 60 pounds or over. 
To use a very light rail or old rail badly worn or pitted is poor 
economy. So far as possible the track should be straight and 
sharp curves avoided. A good working distance between tracks, 
center to center, ia 50 to 70 feet. If the plant is to handle 
several forms of timber, especially piling, poles, and long dimen- 
sion stock, the use of 3-rail track for standard and narrow 
gauge is satisfactory and economical but liable to cause delays. 
If only ties are to be treated, a narrow gauge in the yard proper 
is sufficient, standard gauge being used only to tap the main 
centers of distribution. The number of frogs and croasovera 
should be kept to a minimum, but should allow sufficient flex- 
ibility in movii^; trams or cars. The use of a transfer table has 
been suggested by Mr. W. P. Goltra in order to keep the number 
of switches to a minimum. There appears much merit in this 
scheme. A yard arrangment for a tie plant is shown in Fig. 10. 

Loading Dock. — If the plant is to handle large numbers of ties, 
a loading dock will be found very useful, especially if the plant re- 
ceives mostly flat cars or gondolas and the ties are loaded by 
hand. The dimensions of the loading dock will vary, of course, 
with the size of the plant, but it should have an elevation at 
least equal to the height of the floor in freight cars. A loading 
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dock for tiea is shown in Piste X, Fig. B. The loading dock 
enables the foreman to easily keep his workmen in view. 

Methods of Transferring Material in the Yard. — Practice 
varies and opinions differ concerning the best method of handling 
timber in the yard. The tram or cylinder ears are moved in four 
ways: by cables, dummy engines, electric locomotives, and by 
horses or mules. For tie plants where the yard arrangemeni can 
be simplified, electric locomotives are very satisfactory. For 
general ail-around work the dummy en^ne is satisfactory, as it 
is inexpensive, flexible, and efficient. If properly handled it offers 
no unusual fire risk. When labor is available, loading and un- 
loading ties by hand is still best practice, especially when it can 
be done by piece work. Some plants, however, use the locomo- 
tive crane moving a whole buggy load of ties at a time. (See Plate 
X, Fig. C.) For timbers which are too heavy to be moved by hand 
the author prefers the locomotive crane to any other system, large- 
ly because of its eSiciency and flexibility. Stationary derricks 
operated by cables are also satisfactory for heavy timbers, but 
have not the radius of action of the locomotive crane. Traveling 
cranes are also used by some plants but like the derrick are limited 
in their territory. Furthermore, unless the structures on which 
they run are properly braced and mounted on solid foundations, 
they will get out of alignment and cause trouble. In a few treat- 
ing plants small canals filled with water run through the yard. 
The heavy timbers are rolled off skids into these canals and 
floated to the retort house, where they are placed on the cylinder 
carsby atravelingcrane. (SeePlateX, Fig. D.) A few coast plants 
store their heavy timbers as rafts in water — a method which of 
course precludes any air seasoning. 

Cylinder Cars. — These are also referred to as tram cars, bolster 
care, retort cars, and "buggies." Three general types are gener- 
ally recognized: (1) a tie car of rigid construction throughout, (2) 
a swivel or bolster car which has a pivot bearing to allow for long 
timbers in rounding curves, and (3) a block car for holding pav- 
ing blocks. Two of these types are shown in Plate XI, Fig. A, and 
Fig. B. There are two essential features in the proper building of all 
types, which are often sadly neglected, viz., a heavy, substantial 
construction and a maximum holding capacity. On account of 
the severe usage to which the cars are put, they should be made very 
strong or they will soon be broken or bent and consigned either to 
the repair shop or scrap heap. Especial attention should be given 
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Fro. A. — Chicago and NorthweBtem Tie Treating Plant, Eecanaba, Mich. 
(Photo through courteay C. & N. W. R. R..) 



Fia. B. — Tie treating plant of the Pennsylvaaia R. R. Note concrete 
loadinc dock with empty cylinder cars on top, alao manner of unloading 
and piliiig ties for air seasoning. (Photo through courtesy of the P. R. R.) 

iVaeIng paat 100.) 
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FiQ. D. — Overhead electric crane tor loadine timber into cylinder c 
Gulfport Cieosoting Co., Guuport, Miss. 



)v Google 



OPERATION OF WOOD PRESERVING PLANTS 101 

to properly reenforcing the curved arms so they will not bend and 
jam in the cylinder. The frame work should also be set low or 
the treating capacity of the plant will be greatly decreased. A 
Bolid iron hoop or " bail " is preferred to chains, in order to hold the 
timbers on the car, and no jamming or pounding of the bails 
should be tolerated. It is almost universal practice to build the 
cars without couplers, the idea being to save expense, time and 
space in the cylinder. Hence the cars must always be pushed 
and never pulled. Some plants broke away from this practice and 
used couplers on their cars so they could be pulled as well as 
pushed — a scheme which has been prohibited in certain states 
because of danger to workmen. Block cars can be made out of 
tie cars by simply placing on the tie car a perforated sheet-iron 
basket with hinged doors. In some cases the cars are built 
purposely for handling blocks and so designed that they can be 
emptied by lifting them bodily with a locomotive crane and turn- 
ing them upside down. 

A good feature in the design of cylinder cars is to have loose 
wheels of heavy construction fitted with roller bearings and a 
fairly wide tread. 

Measuring, Mixing, Working, and Storage Tanks. — A meas- 
uring tank is one used for measuring the absorption of pre- 
servative forced into the wood. It is invariably constructed of 
steel. It is considered good practice to have the diameter of these 
tanks as small as possible in order to allow for an accurate reading 
of the preservative and to have them accurately calibrated. 
Furthermore, they should be placed as close to the retorts as 
proper design will permit. Some engineers have carried this 
idea as far as to place them directly over the retorts. The size 
of the measuring tanks in relation to the size of the retort varies 
greatly in practice. In some plants the volume of the measuring 
tanks is 1 1/2 times the volume of the cylinder, in others it is less 
than half the volume of the cylinder. In most plants these 
tanks are built to withstand the pressure due to only the head 
of the preservative, and are elevated upon stationary platforms 
BO that the preservative can flow from them into the retorts 
by gravity. In a few plants, using compressed air, the meas- 
uring tanks are mounted on the ground and built to withstand 
a working pressure equal to that of the retorts. Another design 
mounts the measurii^ tanks upon scales so that as the preservative 
is pumped out of them through flexible connections the amount 



)v Google 



102 THE PRESERVATION OF STRUCTURAL TIMBER 

of preservative forced into the retorta can be read directly. All 
float gauges axe in this case done awaywith. The author prefers 
the two latter designs of constructing tanks of this kind. 

Mixing tanks are used for making solutions of zinc chloride. 
A substantial construction is to use wood lined with lead. Con- 
centrated solutions of zinc chloride are basic and will attack 
wood. If tar is mixed with creosote the tanks in which this is 
done are also sometimes called "mixing tanks" and axe generally 
built of steel. 

Working tanks are intermediate in size to measuring and stoi^ 
age tanks and are in common use. They are not used to measure 
absorption but to aid the measuring tanks in filling the retorts 
with preservative. In other words, after the wood has been 
placed in the retorts and the doors locked, the preservative ia 
run from the working tank until the retort is filled, after which 
the preservative is drawn from the measuring tank. Working 
tanks are usually built of steel and elevated so that the pre- 
servative can run from them into the retorts by gravity. If zinc 
chloride is used, the tanks are frequently built of wood, as weak 
solutions of zinc chloride will attack steel. In some plants 
working tanks are not used, in which case the measuring tanks 
are made with larger capacity. Working tanks may have from 
about 1 to 3 times the capacity of the retorts. 

Storage tanks, as the name implies, are used to store the 
preservative. There is no agreement as to size, this depending 
upon the requirements of each plant. They are generally located 
some distance from the plant proper as a matter of safety. It is 
well to have the storage tanks at least sufficiently large to allow 
for a month's supply when operating at full capacity. On account 
of their large size, storage tanks are frequently built without a 
roof, evaporation of oil being retarded by means of a water seal. 
Generally the measuring and working tanks are covered. 

Some plants are equipped with receiving tanks, which are 
buried below ground so that the excess preservative in the retorts 
can be drained into them, after which it is pumped back into the 
working or measuring tanks. This enables a quick emptying of 
the cylinders. When the excess preservative is pumped or 
blown back from the cylinders, these tanks are unnecessary. 

Because creosote congeals at low temperatures, all of the 
tanks described are generally fitted with steam coils through 
which exhaust or live steam may be passed. Traps should be 
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Fio. B. — A tie car. (Photo through courtesy of the Allia Chahners 
Mtg. Co.) 

(Faeina pant 103.) 
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Fio. C — Mercury gauge for raeasuring the preservative in the measuring 
tank. Baltimore & Ohio R, R, Tie Pbat. {Photo through courteey of 
the B. 40. R. R.) 



Flo, D. — Wood Block treating plant of the Chic^o Creoaoting Co., Terre 
Haute, Ind. Note vertical cyliiiders. (Photo through courtesy of the 
Chicago Creoaoting Co.) 
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coupled to the exhaust ends of all these coils. Air is at times 
passed through the storage tanks in order to keep the composition 
of the preservative uniform. 

Gauges and Scales. — Many plants are still carelesa in their 
methods of measuring absorptions of preservative. Of course, if 
the plant is doing its own work, as in most railroad plants, 
accurate measurements of absorption are not as essentia! as in 
commercial plants treating on contract. However, in either 
case, correct determinations are at least desirable. Several 
methods of measuring absorption are in practice. The most 
common is to have a float and tell-tale sliding on a vertical scale 
board, the two connected by a chain or flue piano or annealed wire 
which runs over pulleys. If the float, tell-tale, and pulleys are 
large, operating with little friction, the scale board accurately 
calibrated, the chain or wire protected from the wind, and the 
preservative, if an oil, corrected for temperature expansion, this 
method is simple and gives satisfactory results. Care should be 
taken to agitate the preservative as little as possible in pumping 
or blowins; back. 

When compressed air is forced into the top of the measuring 
tank the total absorption may be determined by gauge glasses 
or pet cock fastened to it, and a check on the total amount made 
after the excess preservative has been pumped or blown back 
from the retort. 

If the measuring tank Is mounted on a scale, the absorption 
may be read directly from the scale beam in pounds. This 
renders corrections for temperature expansion unnecessary in the 
measuring tank. Another excellent device is to use a mercury 
column set at an angle to the desired degree of sensitiveness. 
(See Plate XI, Fig. C) Readings in pounds can thus be directly 
and accurately obtained. Care should be taken to keep the oil in 
the gauge pipes liquid and free from air. A very good check on 
the methods just described is to weigh the timber on track scales 
before it goes into the retorts and immediately after it comes 
out. This, doubtless, is the most accurate way of determining 
absorption. It cannot be used, however, if the timber is steamed 
or boiled in oil while in the retort, as such treatments change the 
weight of the untreated wood. It is by no means easy to measure 
accurately the amount of preservative the charge of wood is 
absorbing, especially during treatment, and this is largely a 
matter dependent upon the skill of the operator. A very im- 



)v Google 



104 THE PRESERVATION OF STRUCTURAL TIMBER 

portant aid ia gauging absorption is to have accurate ther- 
mometers in all tanks used during the treatment. 

Piping. — The importance of using sharp, clean threads in mak- 
ing pipe comiections has already been emphasized. Too much 
emphasis cannot be laid upon this detail. It is also highly 
desirable to make all pipe lines — especially those for trans- 
ferring oil — as short as possible, and to provide a system 
whereby then can be completely drained, with a sump if neces- 
sary. Otherwise, trouble may be experienced with the oil con- 
gealing in the pipes. Another essential is to use only high-grade 
gate valves with replaceable wearing parts in all lines for trans- 
ferring liquid, and to pack these with material not attacked by the 
preservative. A precaution against leaks or breakage ia to have 
duplicate valves in all important lines. As considerable dirt, 
pieces, of bark, etc., fall from the timber, all lines transferring pre- 
servative from the retorts should be protected with perforated 
plates or screens. A "mud drum" placed below the retorts is a 
good precaution. If these safeguards are not taken, the valves run 
a decided risk of being either damaged or destroyed. 

Shower Baths. — Under b^t operating conditions a wood-pre- 
serving plant is none too clean a place for workmen. Those 
companies which have installed locker rooms and shower baths 
for their men have found their investment a paying one. Since 
these can be installed at small expense, they are recommended. 

Inspector's Laboratory. — Too frequently an inspector's or 
chemical laboratory is either omitted entirely, or when an atn 
tempt is made to furnish one, it is a good place to avoid. This 
is bad business policy, as the most progressive companies have 
discovered. While, of course, an elaborate outfit is not neces- 
sary, the place should be clean, well lighted, comfortable, and 
equipped with proper apparatus. In brief, the inspector's 
laboratory should contain a detailed map of the plant, showing 
all valves and pipe lines, with tables giving the dimensions of all 
essential plant units. It should have tools, such as rules, tapes, 
a brace and bit, saws, and hatchets, for studying the penetra- 
tions, and standard tables for ready reference; apparatus and 
chemicals for analyzing the preservative, including retorts, 
flasks, beakers, pipettes, hydrometers, etc., and a chemical 
balance. While not absolutely necessary, a drying oven for 
studying moisture in wood and a refractometer for studying 
oils will also be found helpful. Samples of wood properly iden- 
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Ufied as to kinds and showing proper treatment will also be found 
valuable. Some companies have not only equipped their plants 
with such laboratories, but have furnished a small experimental 
plaat. Unfortunately, the press of daily routine almost in- 
variably prevents the operators from carrying on experiments 
in them. 

Fire Protection. — The best fire protection lies in proper pre- 
vention through wise design and efficient operation. Under 
such conditions danger from fire is very alight. However, as 
added precaution and to meet underwriters' requirements, a 
good fire pump is highly desirable. In addition, the water stor- 
age tank can be drawn upon. Fire hydrants should also be in- 
stalled in the yard and properly maintained. Some plants leave 
fire lanes between the piles of timber 30 or more feet in width. 
Boxes of sand protected against rain and equipped with shovels 
are an excellent safety factor, as well as band chemical extin- 
guishers hung at vital points in the plant. 

lighting Equqtmmt. — As the plants are often called upon to 
run at night, the dynamos should be sufiiciently powerful to not 
only light the plant proper but also arc lights in the yard. As a 
general rule, however, loading and unloading of material should 
be confined as much as possible to the daytime, leaving only the 
treatments for night work. 

Sawmill and Block Equipment. — Several wood-preserving 
plants in the United States are equipped with small sawmills to 
frame their timbers before treatment. The framing of such tim- 
bers before the preservative is injected ie good practice, as it 
insures a protection to the wood over its entire surface. In fact, 
ideal practice would be to have the timber framed to the exact 
dimensions required so that no cutting or boring would be re- 
quired after it has been treated. There is nothing novel about the 
construction or operation of these sawmills. They can be located 
at any convenient place in the yard and, as a matter of safety, 
some distance from the treating plant. 

The manufacture of wood blocks b almost invariably done in 
connection with the treating plant, the timber being received in 
planks and sawed into the various sizes of blocks required 
The planks are carried by chain conveyors to the saws, 
which are spaced so as to cut them into the desired depth of 
block. In some plants the saws are all arranged on the same axis 
and the blocks all cut at one time. In others the planks are first 
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cut into smaller planks, which are io turn cut into blocks, it being 
claimed that this economizes in wood consumption, aa knots, etc., 
can be trimmed with least waste. The blocks then fall from the 
saws onto a conveyor, which either carries them to a bin, or, 
preferably, direct to the cylinder cars, into which they are dumped 
by gravity. A good design is to have the cylinder cars on a track 
paralleling the block conveyor. As the blocks are carried along 
the conveyor they can be inspected and all defective blocks re- 
moved. By having small swinging gates along the side of the 
conveyor, the operator can open one, using it to deflect the blocks 
into the cylinder car below, and after this has been filled, close 
the gate and open the next one situated further on, thus dellecting 
the blocks into the second car, and so on until the entire charge 
is filled. This method works very efficiently and minimizes 
labor. The rate at which the blocks can be manufactured varies, 
of course, upon the size and speed of the machine and depth to 
which the blocks are cut. A good machine, however, should 
turn out 200 square yards of 4-inch, blocks per hour. 

The Chicago Creosoting Company has recently taken out pat- 
ents on a new type of plant for treating paving blocks which does 
away entirely with cylinder cars and enables a decreased cost in 
- operation. Their cylinders, which are 11 feet in diameter and 40 
feet high, are built vertical, the blocks being carried on a con- 
veyor and dumped automatically into the cylinder. The treats 
ment is then conducted in the usual manner, after which the 
door in the bottom of the retort is opened and the blocks fall 
directly into cars for shipment. (See Plate XI, Fig. D.) 

Tie-boilng and Adzing Machines.-— At present few treating 
plants consider tie-boring and adzing machines as a fixed part 
of their equipment. There is no doubt but what such machines 
are a desirable asset to any plant which is treating large quantities 
of ties, and that they will be viewed with increasing favor because 
of the excellent results secured from them. These machines at 
present are generally mounted upon a portable platform such as 
an improvised box car and are driven by a gas engine, {See 
Plate XII, Fig. A-Plate XII, Fig. B.) The rough ties are placed 
on a conveyor which automatically passes the ties through the 
machine, where they are adzed and bored. Other attachments 
are sometimes used, such as a device for trimming the ties to exact 
length, and a die or punch which brands them on the ends, this 
giving the date, kind of treatment or species of wood. The ties 
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Pig, B. — Ties adzed and bored being piled on the cylinder care ready for 
treatment. (Photo through courteay of the Greenlee Bros. Co.) 
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Fi", C. — Section through &n oak tie showing a cut and screw spike 
dnven in place. Note comparative distortion of wood fibers. (Photo 
through courtesy of the Spencer-Otis Co.) 
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then pass down a conveyor on the opposite side of the car, where 
they are piled either in stacks or directly upon cylinder cars for 
treatment. The capacity of these machines varies but averages 
about 3000 ties per 10-hour day. The advantages of such treat- 
ment are given in greater detail in Chapter VIII. The total cost 
of adzing and boring ties varies from about 1 1/4 to 2 cents each. 

The Operation of Pressure Plants. — The operation of pressure 
wood-preserving plants varies widely, depending upon local 
conditions, the opinion of the engineer in charge, and the proc- 
esses used. The latter have been described in detail in Chapter V 
but we will discuss here the effect of the various manipulations 
more or less common to all plants. Unfortunately, the amount 
of exact data available is very meager, and results are often se- 
cured without knowing why ; hence the success or failure of a treats 
ment depends very largely upon the experience of the operator. 

The Effect of Vacuum.- — A vacuiun may be drawn in the treats 
ing cylinder before the preservative ia admitted, or after the pre- 
servative has been forced into the timber, or both before and 
after. When drawn before admission of preservative, it is re- 
ferred to as a "preliminary vacuum." If drawn after injection 
it is called a "final vacuum." 

As stated in Chapter IV, a preliminary vacuum drawn imme- 
diately after the timber has been steamed helps to dry the timber. 
The reduced pressure in the cylinder lowers the boiling point of 
water and hence hastens the rate with which it evaporates. 
When a preliminary vacuum is drawn on air-seasoned wood it 
also tends to slightly dry the wood and remove an appreciable 
amount of air from it. If, now, the preservative is admitted to 
the cylinder without breaking the vacuum, the speed with which 
the cylinder fills b increased. Furthermore, the preservative 
can usually be forced into the wood in a shorter time and with 
less difSculty. But the most noticeable effect is the manner in 
which the preservative is held in the wood after the pressure is 
released (Fig. 11). It will be noticed that only a comparatively 
small amount of it rebounds or drips from the timber. The 
absence of lai^e amounts of air in the wood cells is undoubtedly 
the cause of this, since on the release of pressure there is not suf- 
ficient expansion of this air in the wood to force out much of the 
preserving fluid. In order to leave the greatest amount of 
preservative in a given stick of timber, therefore, a preliminary 
vacuum should be used. This fact is of prime importance in 
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treatii^ timbers which are resistant to absorption or when 
large absorptions are desired. The greater the intensity of the 
vacuum, the better will be this result, and, if possible, at least 26 
inches should be obtained. The length of time the vacuum should 
be held depends chiefly upon the kind and size of timber being 
treated. Porous woods like maple and red oak require a shorter 
vacuum period than resistant woods like hemlock and tamarack. 
Small size timbers require a shorter vacuum period than large 
size. Exact periods for all species and sizes of wood are not 
definitely known. Some attempts to secure data on the rate at 
which a vacuum can be drawn on the interior of air-eeasoned 
ties were made at the TJ. S. Forest Products Laboratory by boring 
a hole to the center of the tie and inserting a small pipe connected 
with a vacuum gauge fastened to the shell of the cylinder, 
and thus drawing a vacuum in the cylinder. It was found that 
in the porous woods like red oak the vacuum on the inside ap- 
proached that on the outside much more rapidly than in the more 
resistant woods like hemlock. Of course, it is not necessary to 
secure aa great a vacuum in the center of timber aa in the outside, 
because the preservative can rarely be forced to the center, espe- 
cially in large-sized sticks, but the closer this can be obtained, the 
more beneficial will be the results. 

To sum up the effect of a preliminBry vacuum : 

1. More preservative ia Absorbed during the filling of the cylinder than 
when no preliminary vacuum ie used (Fig. 12). This is especially true in 
porous woods like loblolly pine. 

2. It reduces the lengUi of time pressure must be held in the cylinder in 
order to secure the desired absorption. This difference is apparently very 
slight in woods of moderate porosity like maple, but considerable in porous 
or resistant woods like loblolly pine or hemlock (Fig. 12). 

3. It reduces to a minimum the rebound or "kickback" of the preserva- 
tive on the release of pressure ia the cylinder (Fig. 12), 

4. Itreduoes to a minimum the amount of drip (Fig. 12), 

5. It enables very heavy absorptions to be more easily obtained. 

6. It tends to produce very unequal penetrations and absorptions if only 
small amounts of preservative are forced into wood and hence should not be 
used in such cases. 

A final vacuum produces the opposite effect of a preliminary 
vacuum in that it tends to remove the preservative from the wood. 
It is greatly aided in doing this if air is left in the wood or if the 
wood is treated with compressed air before the preservative is 
admitted. The vacuum causes this air to expand and force out 
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the preservative. A final vacuum ia drawn either to dry the 
timber and thus reduce loss of preservative through drip, or to 
withdraw a portion of the preservative (see description of "empty- 
cell" processes), or to do both. In the tests referred to above, a 
final vacuum was drawn on some of the ties and its effect in re- 
covering creosote ia shown in Figs. 13 and 14. In these tests 
the amount of preservative recovered was about 10 percent more 
than when no final vacuum was drawn, being greatest in woods 
easily treated and least in those which are resistant to injection. 
It should be noted that if a preliminary vacuum is used in con- 
nection with a final vacuum, a very small recovery of oil is se- 
cured, hence in heavy treatments both may be used to advantage. 



Pnllmliuir OrHndar Oonditloiu-PoandJ peiSqnnra lacb (AbKlate) 

Fia. 14. — Showing theeffectof air in tiesupon the "kickback "with creosote. 

To aum up the effect of a final vacuum : 

1. It dries the ties and hence reduces drip {Fig. 13). 

2. Jt removes some of the preservative injected into the ties, although 
this, in iltelf, is Apparently not great, but may be appreciable if used in con- 
nection with a preliminary or atmospheric air pressure (Figs. 13 and 15). 

The Effect of Air Pressure. — Air pressure is used either before 
or after the preservative is forced into the wood; hence, as with 
the vacuum, we have "preliminary" and "final" air pressures. 

Preliminary air pressures are used to force a portion of the 
preservative out of the wood and hence give an "empty cell" 
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treatment. (See Rueping Process.) As would be expected, it 
can be forced more easily into porous than nonporoua wooda. 
If a preservative is forced into wood filled with compressed air 
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Fio. 15. — Shoniag the effect of air : 
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, ties upon the amount of creosote 
i drip. 



and the pressure on the preservative is then released, the air in 
the wood will expand and force out a part of the preservative. 
Some data on the amount thus forced out is shown in Figs. 12 
and 13. It will be noted that the amount of air forced out varies, 
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Up to a certain ratio, with the amount of tur forced into the wood, 
and that a final vacuum increases this amount (Fig. 15). It has 
been noticed, however, that it takes the compressed air in wood 
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a long time to escape — several days in acme cases — and that this 
causes either a large drip or volatilization of preservative or both. 

Th« effect of a preliminary air pressure ia, then, to: 

1, laoreaae the amount of preservative absorbed durinK the filling of tlie 
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cylinder over what ib absorbed wbeD only atmoepherio pressure is used 
(Pig. 16). 

2. Increase the length of time pressure must be held on the preservative in 
order to obtun the desired absorption. This is but slight, however, in 
woods like red oak but oonaiderable in resistant woods like hemlock (Fig. 
12). 

3. Increase the amount of preservative which rebounds or "kickback" 
from the wood on release of preeaure (F^. 12). 

4. Inoreaae the amount of drip (figs. 12, 13). 

6. Leave a minimum amount of preservative in the wood (Fig. 14). 

A "final air pressure" is seldom used. It was originally ad- 
vocated to force the preservative deeper into the wood and thus 
produce an "empty-cell" effect. While it tends to do this to a 
slight extent, nevertheless it exerts a more pronounced action 
ia removing some of the preservative. This is probably due to 
the fact that when pressure is released the air escapes from the 
wood and carries some of the preservative with it. 

The Effect of Pressure oa the Preservative. — In applying 
pressure to a preservative in a treating cylinder three factors are 
of importance: The intensity of the pressure, the duration of 
the pressure, and the rate at which the pressure is applied. 

In general, the higher the pressure the greater and more rapid 
the penetration. On porous woods, high pressures are not neces- 
sary and, in fact, often objectionable because they force the pre- 
servative too rapidly into the wood and cause irregular penetra- 
tions. With resistant woods, high pressures (175 pounds per 
square inch or over) are also of little value because the .resistance 
of the wood is often so great that the application of excessive pres- 
sure — even 500 pounds per square inch or more — is not suffi- 
cient to overcome this resistance. Working pressures of from 
100 to 150 pounds per square inch give most general 8atisfacti<m. 

As the wood cells are minute and the channels through which 
the large portion of the preservative passes are frequently micro- 
scopic in size, it is necessary to allow sufficient time for the pre- 
servative to diffuse through them. If the desired absorption 
of preservative is secured in a short period, the penetration is 
apt to be very irregular, whereas if the same absorption is ob- 
tained in a longer period a more uniform distribution is generally 
secured. The ideal result is to have the preservative diffused 
through the wood uniformly and deeply. The application of a 
lower pressure held for a longer time approaches this result better 
than a high pressure held for a short time. Its chief disadvantage 



)v Google 



116 THE PRESERVATION OF STRUCTURAL TIMBER 

is a decrease in the capacity of the plant. The rate at which the 
pressure is applied to the preservative is also important. If it is 
applied rapidly up to the maximum, and the maximum is high, 
the desired absorption will be obtained in the shortest time but 
at the expense of greatest diffusion. A rapid application of 
pressure with a comparatively low maximum is better practice. 
If, however, the operator wants capacity, and a large rebound or 
"kickback" of preservative after the pressure is released, a 
rapid application of high pressure is the thing to use. The erratic 
penetration due to a quick absorption may be comi^nsated for, 
in part at least, if the operator forces into the wood more pre- 
servative than he intends to leave in it, and counts upon the 
"kickback" to remove the surplus preservative. As has been 
shown above, the condition of the air in the timber also produces 
a marked effect upon the amount of preservative which rebounds 
out of the wood when pressure is released. 

Some Common Errors and Difficulties in Operating Pressure 
Plants. — Even in the best equipped and managed plants, mechan- 
ical errors and difficulties in operation are almost daily encoun- 
tered. Without going into the details characteristic of each proc- 
ess, the following general notes may be found of service, particu- 
larly to operators and inspectors. 

Difficulty of Measuring Volume of Charge. — The volume of 
the timber in the treating cylinder could easily be determined, 
irrespective of its form, by subtracting the quantity of preserva- 
tive it takes to fill the cylinder when chaiged from thai necessary 
to fill it when empty, and deducting the volume of the cars, were 
it not for the fact that the wood will absorb the preservative 
while the cylinder is being filled. The amount absorbed varies 
with the kind and condition of the wood, being greatest in the 
case of porous woods air-dry and least for resistant woods when 
green, but generally ranges from about 5 to 20 percent. Some 
treating plants allow for this "initial absorption," and deduct 
10 percent from the total amount of preservative to be forced 
into the wood after pressure is applied.' There is no satisfactory 
way of determining just what this initial absorption will be, and 
it must be worked out through experience at each plant. The 

' Some treating engineerB claim that blowing the preaervative out of the 
treating cylinder into the meoauring tank bJbo blows Bome of the preserva- 
tive out of the wood, espeoially if it is porous. As shown above (see "final 
air presaure"), this is quite likely to occur. 
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volume of sawed timberB can usually be determined with suffi- 
cient accuracy by direct calculation. 

Expansion of Creosote. — Creosote expands considerably when 
heated, averaging about 1 percent for every 22 1/2° F. rise in 
temperature. It is frequently run into the treating cylinder at 
about 200° F. and its temperature invariably falls from 10° to 60° 
when it strikes the timber. Unless brought back to its tempera- 
ture at entrance this contraction may be charged against absorp- 
tion. Similar errors will be introduced in taking the final reading 
of absorption when the height of the oil in the measuring tank 
aft«r the treatment has been completed is subtracted from the 
height before treatment, unless the temperature at both times is 
the same. It is important, therefore, to keep the temperature of 
the oil as nearly constant as possible (with no greater variation 
than 20° F.) ; or, if this cannot be done, to correct for tempera- 
ture errors by using the proper coefficients of expansion. For 
zinc treatments and others of a similar nature such corrections 
need not be made. 

Expansion of the Cylinder. — When hot creosote enters the 
comparatively cool treating cylinder it produces an expansion of 
the metal, which is further augmented by an internal pressure 
often as high as 175 pounds per square inch. For a cylinder made 
of 3/4-inch boiler steel, 7 feet in diameter and 132 feet in 
length, this increase in volume may amount to about 18 cubic 
feet, equivalent to an absorption of about 1187 pounds of 
preservative. 

Conqiression of tiie Oil and Wood. — When pressure is ap- 
plied to creosote the oil is compressed. At most, however, this 
can produce only an insignificant error, since creosote under 
ordinary operative conditions compresses less than one-tenth of 1 
percent. The error due to the compressibility of the wood is also 
insignificant. Some tests were made at the U. S. Forest Prod- 
ucts Laboratory in which 20 pieces of green red oak and black 
oak, 2 by 2 inches in cross section, were tested in a 100,000- 
pound machine, the load being applied radially and tangentially. 
The average modulus of elasticity was 50,375 pounds per square 
inch. Disregarding the longitudinal dimension, the volumetric 
compression due to an exterior pressure of 200 pounds per square 
inch rai^;ed from 0.51 to 1.30 percent, or an average of 0.80 per- 
cent. This compression is probably much in excess of that which 
takes place in practice, since when wood is submerged in a 
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preservative fluid the pressure is applied from all directions. 
Furthermore, at least a part of this pressure is transmitted to 
the interior. It would seem, therefore, that the decrease in the 
volume of wood undergoing treatment, due to the pressure 
exerted on it, can be entirely disregarded. 

"Kickback" of Preservative. — When pressure is applied to a 
cylinder charge, the oil, wood, and air confined in the wood are 
under compression and the cylinder is under tension. If the pres- 
sure is released a certain amount of the preservative will be forced 
out of the cylinder, although it remains constantly full. The 
amount of preservative thus forced out will be called the "kick- 
back." It varies with many conditions, and unless provided 
for may result in errors of measurement for absorption of from 
10 to 40 percent. In the treatment of air-seasoned red oak and 
maple ties at the U. S. Forest Products Laboratory by the full- 
cell process it was necessary, after the desired absorption had 
been reached, to allow from 20 to 30 percent for the oil which did 
not remain in the ties. 

To secure data on the variability of the "kickback" a careful 
series of tests was run on 36 pieces of air-dry longleaf pine. These 
were cut 2 inches by 4 inches by 4 feet, matched, divided into 
three groups of 12 each, and treated in three different runs in a 
cylinder approximately 18 inches in diameter and 4 feet long. 
In all cases the drip was stopped when it amounted to less than 
1/2 pound of creosote in a half-hour period. The runs were 
made as follows: 

Run 1. — No preliminary or final vacuum was used. The 
cylinder was filled with creosote in 6 minutes and the oil raised 
to a temperature of 180" F. A pressure of 120 pounds per 
square inch was immediately applied and held for 7 minutes. 
The pressure was then released through the top of the cylinder 
for 15 minutes, after which the cylinder was drained and the 
wood permitted to drip for 121 minutes, when it was removed 
and weighed. 

Run 2. — After the wood was placed in the cylinder a prelimi- 
nary vacuum of 25 1/2 inches was held for 15 minutes, the total 
vacuum period amounting to 22 minutes. Without breaking 
the vacuum the creosote was then drawn into the cylinder, the 
operation consuming 5 minutes. The temperature of the creo- 
sote on enterit^ the cylinder dropped to 125* F. It was raised 
to 181° F. in 12 minutes, when a pressure of 120 pounds per 
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square inch was immediately applied and held for 3 minutes. 
The pressure was then released for 16 minutes through the top 
of the cylinder, after which the cylinder was drained and the 
wood permitted to drip for 73 minutes, when the charge was 
removed and weighed. 

Run 3. — A preliminary air pressure of 50 pounds per square 
inch was immediately applied and held for 15 minutes, after 
which the oil was pumped into the cylinder against this pressure, 
the operation taking about 10 minutes. The temperature of the 
oil on entering the cylinder dropped to 156" F. It was then 
raised to 180° F., consuming 9 minutes. During the heating 
period the pressure in the cylinder varied between 55 and 70 
pounds per square inch. As soon as the oil reached 180° F. a 
pressure of 120 pounds per square inch was applied and held 
for 78 minutes. The pressure was then released through the 
top of the cylinder for 14 minutes, after which the cylinder was 
drained and the wood permitted to drip for 128 minutes, when 
the charge was removed and weighed. 

The results of these runs are given in Table 7. It will be seen 
that the "kickback" was least when a preliminary vacuum was 
drawn, and greatest when the cylinder was first filled with com- 
pressed air.^ Similar results were secured on full-sized ties, as 
is shown in Figs. 12 and 13. 

To illustrate the possible source of error through this "kick- 
back " on the release of pressure, suppose, for example, it amounts 
to 20 percent, and the specifications call for a 10-pound per cubic 
foot injection in cross-ties of 3.5 cubic feet each. If the "kick- 
back" is disregarded and the pumps kept running until the gauges 
show an injection of 10 pounds per cubic foot and the pressure is 
then released, only S pounds per cubic foot will be left in the ties. 
If, on the other hand, the "kickback" is considered, then the 
pumps will be kept running until the gauges indicate an absorp- 

' When the preliminary vacuum was drawn, only 3 minutes of oil pressure 
were required to force 12.3 pounds of oil per oubio foot into the wood, but 
when the cylinder and wood were first filled with compressed air it took 78 
minuteB to force 12 pounds of oil per cubic foot into the wood. That the 
preliminary vacuum rendered it easier to force the preservative into the 
wood is therefore apparent. After the run the sticks were split and the 
penetration inTun 3 was found to be slightly greater than in runs 1 and 2. 
Furthermore, the aticka in run 3 were treated more uniformly than in the 
other runs, especially run 2, in which the penetration and absorption were 
vwy irregular. 
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tion of 12.5 pounds per cubic foot, which 
on the release of pressure will leave 10 
pounds per cubic foot in the ties. If 
this "kick-back" is released through an 
underground tank or some measuring 
tank other than the one used during 
treatment (and this ia a common prac- 
tice), the chances for error in measur- 
ing the absorption are increased. 

Bqiansion of Wood. — Another pos- 
sible source of error in measuring ab- 
sorption is the expansion of the wood 
due to raising its temperature. Assum- 
ing the thermal coefficient of linear ex- 
pansion of wood, 0.00001 per degree 
Centigrade parallel to the fiber and 
0.00006 across the fiber' and that the 
wood is raised in temperature 60° C. 
(140° F.) during treatment, then the 
increase of volume in a charge of say SOO 
ties will be about 22 cubic feet, equivar 
lent to about 1,386 pound of creosote, 
or 1.7 pounds per tie. If the wood is 
raised more than 60° C. in temperature, 
the volume increase will, of coiuse, be 
greater. 

Extent of Possible Errors. — ^The ex- 
tent of the various errors possible in 
measuring absorption may be illustrated 
by the following example; Assume the 
treating cylinder to be 7 feet in diameter, 
132 feet long, and to hold a charge of 
800 7-inch by 9-inch by 8-ft. ties; as- 
sume also that 10 pounds of creosote 
per cubic foot are to be injected into 
and left in the ties; that a pressure of 
175 lb. per square inch is used during the 
treatment; that the oil in the measuring 
tank is maintained at 200° F. and ia in- 

■ Experimente of GUtsel and Villari: Smith- 
sonian physical tablea, 5th rev. ed., p. 223. 
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jected into the wood at 180° F,; and that the normal tempersr- 
ture'of the cylinder and wood is 60° F. With all gauges work- 
ing perfectly, no leaks of any kind occurring, all air out of the 
cylinder when the oil pump is started, and the volume of the 
ties accurately known, the following errors may take place: 

pDUDd* 

1. Chargeable to coatraction in the volume of creosote 1.85 

2. Chargeable to the expansion of the eylinder due to temperature 1.35 

3. Chargeable to the "kickback" (assumed to be 20 percent of the 

absorption) 7.00 

Total positive errors 10.20 

4. Chargeable to the expaosion of the wood 1 . 50 

Total in excess of apparent absorption 8.7 

Thus, out of a total specified injection of 10 pounds per cubic 
foot, or 35 pounds per tie, 8.7 pounds per tie may be forced 
into the cylinder, but either will not go into or not remain in the 
ties, constituting a total error of about 25 percent. In plants 
operatii^ with zinc chloride, item I may be eliminated and item 
3 will be less than that given. 

Purity of the Preservative. — The composition of the preserva- 
tive is subject to change so that check analyses of it should be 
made from time to time to see that it meets specifications. 

With creosote, the chief difficulty likely to occur is with the 
water content of the oil. Leaky steam coils, or snow or ice on 
the wood, or water in the wood are all liable to adulterate the 
oil with water. It is not necessary to remove all of the water 
but large amounts (over 5 percent) are objectionable and it Is 
not good practice to allow for this by giving the timber a heavier 
injection. Proper procedure is to remove the water. This may 
be done in some cases by allowing the oil to stand for several days 
in a tank,* when the water may be drawn from the top of the oil, 
or by boiling off the water in tanks equipped with steam coils. 
In either case loss of some oil is almost sure to occur. 

It sometimes happens that the carbon content of the creosote 
will increase as it is used over and over again, so that timber 
treated with "old" oil will look much blacker than timber treated 
with "fresh" oil. The author has known of inspectors refusing 

' Some engineers alternately heat and cool the oil several timea before 
drawing ofiF the water. 
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to accept treated timber because it did not look "black." Free 
carbon will not penetrate wood, has no preservative value, and 
detracts from the quality of the oil. About the only practical 
way to guard against too large a percentage of free carbon ia to 
be careful in the purchase of the oil. 

It is also asserted, at times, that the composition of creosote 
changes because that portion of it which enters the wood and is 
then redrawn carries with it some of the soluble constituents in 
the wood. While there is a possibility of its doing this, careful 
tests have failed thus far to show any marked chaises in the oil 
due to this cause. 

Solutions of zinc chloride also need careful attention. Common 
practice is to place a hydrometer in the solution and if it shows 
correct gravity to assume the strength to be correct. This prac- 
tice is subject to error because foreign substances such as other 
inorganic salts or materials dissolved from the wood may change 
the gravity. Some careful tests made at the U. S. Forest Prod- 
ucts Laboratory have also shown that the strength of a zinc- 
chloride solution may be changed by successive treatments, the 
solution tending to weaken. 

Pollution of Streams. — Complaint has been made against some 
treating plants because they polluted streams with waste oil. 
This comes largely from the cylinders and steam exhausts. Of 
course, no plant is going to deliberately waste preservative and 
it ia believed that such complaints can be entirely avoided as they 
are indications of bad management. The use of a final vacuum 
in drying the timber, and attention to steam coils to see that they 
do not leak, will remedy much of the difHculty. AH drains can 
be carried to a common settlii^ tank, where by a system of over- 
flow chambers arranged in the tank practically no oil will escape. 

bispectioil of Treatments. — Controversies between purchasers 
of treated timber and operators of treating plants over the in- 
spection of treatments have been no more common than in other 
industries which are of comparatively new growth and where bo 
many factors are involved, but much needless dispute has oc- 
curred because one party or the other has not been sufficiently 
trained to recognize legitimate demands. Attempts to cover up 
fraudulent work have, of course, been made and probably wiU be 
as long as the industry exists, but such cases are decidedly in the 
minority, for corrupt practice sooner or later becomes generally 
recognized and eventually kills itself. 
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Much of the trouble can be laid entirely on the purchaser, who 
frequently insists upon impractical specifications and unattainable 
results. It is the author's opinion that considerable freedom 
should be given the operator as regards the details of the treat- 
ment, and that only a few essential features need be required. 
We will attempt to give here only those which are more important 
and applicable to general conditions. 

First, perhaps, comes the wood itself. It should be remem- 
bered that wood is a product grown under a wide variety of con- 
ditions and hence varies greatly in its structure. It is practically 
impossible to get two pieces which are alike, and therefore speci- 
fications for wood should not be too stringent. It is reasonable to 
expect, however, that only souttd wood be furnished. In this 
connection, wood which is sap-stained should not be confused 
with wood which is decayed. In specifying rings per inch, knots, 
crooks, tapers, etc., care should be exercised so that the speci- 
fications are reasonable and do not require the rejection of large 
quantities of good material. As regards the kinds of wood, the 
specifications should recognize that the same kind may go under a 
variety of names; hence nochance for misunderstanding should be 
left. 

The composition of the preservative to be used should be clearly 
stated and also its method of analysis, and the inspector should be 
granted permission to take samples for analysis as often and from 
whatever source he pleases. Requirements in this regard can be 
made fairly rigid. 

The treating operator can also be held to have his plant in 
fit condition for accurate work, and if considered necessary the 
inspector can measure all essential pieces of apparatus in order 
to make sure the dimensions furnished are correct. Errors 
in operation already described should be recognized, so that they 
can be taken into account in making determinations of absorption. 
As for the treatment proper, the essentials tospecifyare the moan- 
mum temperatures to be used and the absorption of preservative 
required. This should be final absorption, or the amount of pre- 
servative actually in the wood at the time it is removed from the 
cylinder, free from drip. Because wood varies so, it should not 
be expected that aU pieces are to have the aajne absorption. They 
may vary widely. In all cases, as deep and uniform a penetra- 
tion as possible should be required, and the inspector should 
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know what is possible before he attempts to pass judgment on the 
results. A complete penetration of aU aapiDood should always be 
secured and the specifications should be so framed as to admit 
of this. Woods which vary widely in their resistance to injection 
should not be treated in the same charge; neither should the 
mixing of green and seasoned wood in the same run be allowed. 
In all cases the difference in the height of the preservative in the 
measuring tank before and after the treatment has been made 
should furnish the final ba^is for determining the absorption 
secured; or if seasoned wood is treated, the weights on the track 
scales should be used. Sources of error due to friction of gauges, 
differences in temperatures, etc., should be carefully considered 
in determining final absorption. 

The Cost of Pressure Plants. — The cost of pressure plants is 
exceedingly variable even for plants of the same capacity. Any 
estimate, therefore, must be considered with a wide latitude. 
The variations in cost are due largely to the type of buildings, 
the number of processes practised, the yard layout, and local 
soil and surface conditions. The author knows, for example, 
of two plants with cylinders approximately 6 feet 2 inches in 
diameter by 132 feet in length, equipped to treat timber by 
the same methods, one of which coat $65,000 and the other 
$170,000 complete. 

With these variations in mind, the following estimate (^ a 
2-cyIinder plant with cylinders 7 feet in diameter by 132 feet 
in length, equipped to treat by any standard process and of 
first class construction, is given : 

Track and grading 136,000 

R«tortB with all piping installed 13,000 

Three 150 H.P. boilers complete 4,000 

Sewers 1,500 

Buildings 30,000 

Pumps (compressor, vacuum, hydraulic, service) 5,000 

Piping, valves, complete 7,000 

Fire hydrants and equipment 3,500 

Electric plant complete 4,000 

Miscellaneous plant items 4,000 

One 12-ton locomotive crane 4,800 

One dummy engine 3,000 

CyUnder cars (190) 8,600 

Total *122,700 
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Through the courtesy of the Allis-Chalmers Company, the 
author is able to give Table 8, which contains estimates of the 
cost of wood preserving plants of various capacities. The plants 
given in the table are arranged for either the Burnett, Wellhouse, 
Bethel, Rueping, Lowry, or Card process. In using this table, 
variationB of at least 20 percent either way can be expected. 
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CHAPTER VIII 

PROLONGING THE LIFE OF CROSS-TIES FROM DECAT 
AND ABRASION 

Selection of Species.' — At the present time, practically any 
kind of tree which ia large enough to make a cross-tie ia used for 
this purpose. The result is a great variety of ties dlfFeriug 
widely in their properties. It stands to reason, therefore, that 
the service obtained from ties must be very erratic. The diffi- 
culty now generally experienced by many American railroads to 
secure adequate supplies of good ties makes it impossible to be 
too stringent in specifying the kinds of wood which will be used. 
If planting trees for ties becomes general, the question of proper 
selection of species will be a very important one, but at the pres- 
ent time this feature is recognized only in the price paid for ties 
and no special selection is made. 

Common practice now consists in dividing the various kinds of 
ties into two groups, viz., ties to be used without preservative 
treatment and ties to be treated. The former group includes 
those woods which are naturally durable, the latter those which 
if placed in a track untreated would decay in a few years. 

The ideal tie for use without treatment is one which is not only 
very resistant to decay but which is hard and will hold spikes 
and resist rail cutting without serious splitting or checking. Of 
our more common American woods, black locust and white oak 
best meet these requirements. Redwood, cedar, and cypress 
are very durable but are inferior to black locust and white oak as 
regards strength. 

If the tie is to be treated, the prime qualities are strength, 
hardness, and permeability. Red oak, maple, birch, beech, and 
elm best fulhll these conditions. A large variety of other woods 
are, of course, also used, chief among which are the pines, firs, 
spruces, gums, hemlocks, chestnut, and tamarack. Irrespective 
of marketing conditions, the value of these woods for tie purposes 
depends directly upon their ability to meet the requirements 
just mentioned. In other words, a wood which is hard and por- 

I For further diecuasioa see "Strength of Cross Tiee," appendu. 
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ous is more valuable for a "treatment tie" than a wood which 
is soft and resistant to impregnation, and should therefore com- 
mand a higher price. Maple, for example, is worth more for a 
crosa-tie than white pine or spruce because, when treated, it will 
give better service. 

Unfortunately, conditions are still such in our country that 
many trees are cut for ties which ought to be cut for more valu- 
able products such as veneer or lumber. Black walnut, cherry, 
and hickory are conspicuous examples. Where these trees occur 
scattered in forests or woodlots, it is often easiest to market them 
in the form of ties, but whenever possible, they should not be 
used for this purpose, as it results in a distinct economic loss of 
valuable material. 

Hewed Versus Sawed Ties. — Approximately 75 percent of all 
ties purchased are hewed. In the tie industry as a whole the 
methods of manufacture are undergoing no general or perma- 
nent changes. The probable reasons are that the railroads 
obtain, either directly or indirectly through tie companies, a 
large proportion of their ties from fanners and small holders of 
timber who cannot a£Ford to saw them, and also because the im- 
portance of utilizing timber to the best advantage has not yet 
been keeidy felt. Under certain conditions the sawing of ties 
may be impracticable, as when, for example, only a few trees 
suitable for cross-ties are available, or when ties are cut from tops 
of felled trees. In such cases it is much better to utilize the wood 
by hewing it into ties than to leave it in the forest. The claim 
is often made that hewed ties are more durable than sawed ties 
because they shed water better. Nothing is known by the U. S. 
Forest Service to substantiate this impression. Even if untreated 
hewed ties should be more durable than sawed ones, this advan- 
tage disappears when the ties are treated. On the other hand 
there are many serious objections to the use of hewed ties, and 
these will increase in importance in direct proportion to the num* 
ber of ties treated with preservative. Chief among these objec- 
tions are (1) unequal bearing afforded tie plates and rails, (2), 
lack of uniform volume, and (3) unnecessary waste of valuable 
material. 

Bearing Afforded Tie Plates and Rails.— The heavy tonnage 
on American railroads necessitates the use of some form of tie 
plate on practically all first-class construction. Hewed ties 
seldom offer a uniform bearing surface to the plate or rail, and 
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unless specially adzed before placement booh wear uaevenly and 
must be removed. An inspection of test ties on the Chicago 
& Northwestern track showed in many cases that one edge of the 
plate had cut into the tie to a depth of over 1/2 inch, while 
the other edge was not even flush with the surface. With sawed 
ties the bearing over the surface ia more uniform and rail cuttii^ 
is considerably reduced. The introduction of tie-boring and 
adzing machines is doing much to improve the bearing of plates 
on the ties and should cut down mechanical wear appreciably. 

Uniformity in Volume. — Since tie inspectors oiTer no objec- 
tion to, but rather favor, ties of greater dimensions than thoee 
specified, the tie manufacturer rarely hews a large log to the 
standard size. Thus the cubic content of hewed ties may vary 
from that of the minimum dimensions allowed to about twice the 
size specified. Practically all contracts for treating ties state 
that so much preservative shall be injected per cubic foot of 
wood. With hewed ties no treating plant knows accurately 
what this volume is until after the ties have been treated. To 
obtain the total quantity of preservative to be used, it is custom- 
ary to figure that a tie will contain a certain amount of wood, 
and to multiply this figure by the number of ties and the amount 
of preservative to be injected per cubic foot. For example, to 
figure the amount of creosote needed to treat 1000 cross-ties 
6 inches by 8 inches by 8 feet with 10 pounds of oil per cubic foot, 
the calculation would be 1000 X 2.67 X 10 = 26,700 pounds. If 
the hewed tics average 3.2 cubic feet, though figured as of 
standard size, the total amount of preservative would be the 
same, viz., 26,700 pounds, but the amount per cubic foot would be 
only 8.3 pounds instead of 10, as specified. Sawed ties are cut to 
more exact dimensions, and errors of this kind are improbable. 

Waste of Material. — To hew a tie necessarily entails an enor- 
mous waste of material. Based on actual field data the waste 
by hewing varies from 25 to 75 percent* (Fig. 17). Logs 15 
inches in diameter furnish, as a rule, only one hewed tie, but if 
sawed they furnish two. Whenever possible the tie hewer selects 
trees of about 12 or 14 inches in diameter. The waste of wood 
each year in the United States from hewing ties amounts to about 
285,000,000 cubic feet, a quantity equivalent to about 80 percent 
of the total amount of pulpwood used in the United States in 

> U. S. Forest Service Bulletin 64, "Loblolly Pine in Eastern Texas, with 
Special Reference to the Production of CroBS-tiee," by Raphael Zon. 
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1909. This is an absolute waste, as it is not even used for fuel. 
(See Plate XIII, Fig. A.) 

Fonn of Cross-tieB. — Practically all of the wooden cross-ties 
now used on steam railroads in the United States are rectangular 
in cross section. Their size is by no means uniform, varying in 
width from 6 to 10 inches, in depth from 6 to 7 inches, and in 
length from 8 to 9 feet. These ties are sometimes cut either with 
a saw or axe on all four sides (see Plate XIII, Fig. B), in which 
case they are said to be "squared." In many cases only the top 
and bottom are cut, leaving the sides the natural shapeof the tree. 
When thus made from small trees the ties are called "pole ties." 
In Europe a large number of ties are cut larger on the base than 
on the top and are commonly referred to as "half-round ties." 




Fia. 17. — Ideal economy in manufacturing a cross tie. A — tie 6 X 8 
inches; B •• board 7 inches wide; C. C. ^ boards 5 1/2 inches widej D •• 
board 9 1/2 inches wide; £ ^ board 7 1/2 inches wide; F = board 3 inches 
wide. (Diagram courtesy of the Forest Service.) 

Such ties are also used to a limited extent in our country. (See 
Plate XIII, Fig. C.) One railroad uses a form of tie which will 
economize in timber by cutting them triangular. (See Plate 
XIII, Fig. D.) It is believed that thelorm of cross-ties, especially 
as regards the distribution of the sapwood on them, is very im- 
portant and an item too frequently overlooked in track con- 
struction. It is just as logical to specify how ties to be treated 
shall be sawed or hewed as r^ards their sapwood content and 
its distribution, as it is to specify a difference in price due to 
a difference in the kind of wood. Exceptions of course occur, 
as, for example, in those ties whose heartwood treats as easily 
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as the Bapwood. Sapwood is easy to impregnate with pre- 
servatives, whl]e the heartwood is generally very resistant. 
This difference in the resistance to treatment between the sap 
and heartwood of the same tie is often very much greater than 
the difference in treatment between two ties of widely different 
varieties of wood. In certain species like the red oak, hemlock, 
and the ash, this conditdon is not true, but in the majority of cases 
it is. With most ties composed of part heart and part sapwood, 
when placed in a cylinder and injected with a preservative, most, 
if not practically all of the preservative will go into the sapwood 
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To secure best results it is of considerable importance, therefore, 
to specify how this sapwood should be distributed. The best 
kind of cross-tie intended for treatment is one which has a uniform 
distribution of sapwood on all surfaces (Fig. 18 C). A tie of 
this kind can be very efficiently protected against decay. Un- 
fortunately, only a comparatively small number of ties are of 
this kind, and even those that are, are usually of low crushing 
strength. By far the largest percentage of ties now used are 
composed mostly of heartwood or needless sapwood, as shown in 
Fig. ISA and Fig. 18B. When ties of this kind are treated accord- 
ing to the ordinary run of specifications, practically all of the 
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Fio. B. — RectaiiEular croas-tiea — Btandard form in the United States. 

(Faeinv fov 132.) 
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Fia. C. — SUndard Pruaaian ties of Baltic pine. {Forest Service photo.) 



Fia, D. — Triangular croBS-ties— Great Northern Ry. tForest Service 
photo.) 
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preservative will go into the sapwood, leaving the heart faces with 
only a superficial penetration. The greatest wear on a tie cornea 
on its face immediately under the rail or plate. This is the por- 
tion which should have the greatest and not the lea^t protection 
against decay, as now generally occurs due to the present methods 
of manufacture. If ties of the type shown in Fig. IS A and Fig. 
18 B are treated, they can unquestionably be made to absorb the 
amount of preservative specified — say 10 pounds per cubic foot — 
but most of the preservative will be in those portions of the tie 
where it will do the least good. If, now, these ties were sawed 
as indicated by the dotted lines in the sketch, it would be possible 
to secure j ust as long a life from them with a much less consump- 
tion of preservative. 

For example, consider a ' modern treating plant having an 
output of approximately 800,000 ties per year : If the ties are Im- 
pregnated with 10 pounds of creosote per cubic foot, the oil cost- 
ing 6 cento per gallon and the ties containing approximately 3 
cubic feet, the total amount of the oil used would be approxi- 
mately 24,000,000 pounds. If, now, the ties had been cut as indi- 
cated in the sketch, it would be possible with a consumption of 
about 6 pounds of creosote per cubic foot to protect them as 
effectively as with 10 pounds in the former case. This would 
result in a net saving of approximately 4 pounds per cubic foot 
or 12 pounds per tie, equivalent to about 9 cents per tie for cost 
of preservative, or $72,000 in one year's operation. 

There are other ways in which this point could be argued. 
For example, if this unnecessary sapwood were removed, could 
not the life of the tie be increased over what it would have been, 
provided the quantity of oil injected in both cases remained the 
same? A company would be justified iu paying more for prop- 
erly sawed ties intended for treatment than for ties which are 
improperly sawed or hewed, especially when the treatment is one 
using straight coal-tar creosote. It is the author's opinion that 
roads using this method of treatment could very well afford to 
insert another clause in their specifications for cross-ties, concern- 
ing the amount and distribution of sapwood, and even go to the 
extent of paying a higher price for ties in which the sapwood was 
properly distributed. They would thereby save an appreciable 
item in the cost of treatment. The roads which do not use 
treated ties or which adhere to a zinc treatment would not be 
benefited to the same degree by a requirement of this kind. 
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Such procedure would simply be a step in advancing the increased 
efficiency with which cross-ties can be utilized, with a view to 
decreased cost in track maintenance and operation. The diffi- 
culties in putting It into practical use would, in some cases, be 
unsurmountable, but where conditions of production are such 
that a requirement of this kind could be employed, it is believed 
its adoption would unquestionably result in decided profit. 

In Fig. 18, A, B, and C. represent the cross sections of three 
ties, the shaded portion being sapwood and the white, heart,- 
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Fia. 19. — Effect of the form of pilio^ upon the rate ot aeaaoning of lodge- 
pole-piae ties. 

wood. The dotted lines show how these ties could be improved 
by slabbing the sides. 

If impregnated with creosote, the ties would appear as in Figs. 
18 D, £, and F. Note the heavy impregnation on the sides and 
the very slight impregnation on the faces in Figs. 18 D and E. 
Figs. IS G and H show ties A and B slabbed on the sides and then 
impregnated with creosote. Note the even distribution of the 
preservative and the heavier injection on the faces than in D and 
E, thereby giving greater protection to the tie where it is most 
needed and at the same time consuming less of the preservative. 

Stacking Ties for Seasoning. — Different kinds of wood and 
climate require different methods of piling. The closer the tiee 
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are piled the slower will be their loss ia weight. la no case should 
more thaa two ties in a pile come in contact with the ground. 
The most open form is the triangular one, which can be rapidly 
made and is well adapted for use along the right of way. It 
should not, however, be used for many hardwoods cut in summer, 
since these will check badly. Good forms of piles are the 7 by 2, 
7 by 1, and 8 by 1. (See Plate XIV, Fig. A.) These are well 
adapted for softwoods and for most hardwoods cut in summer. 
They are easy to build and permit of free circulation of air. 
When it is desired somewhat to retard the rate of drying, the 8 
by 2 or the 10 by 1 form should be used, or if these are still too 
open, the 7 by 7 form. An advantage of the 7 by 1, 8 by 1, 10 
by 1, and similar forms is that no tie lies flat on another, thus 
givii^ an easy run-off for raia water and a free circulation of 
air. In practically no case should untreated ties be piled solidly 
9 by 9, since such forms are exceedingly inefficient in regard 
to seasoning and invite decay. The effect of the form of piling 
upon the rate of seasoning is shown in Fig. 19. 

Though the U. S. Forest Service has made many tests to de- 
termine the effect of different forma of roofs on the seasoning of 
ties, the data secured are not conclusive. However, a slanting 
roof of ties is fairly efficient in shedding water, and when not re- 
quiring too much additional labor can be employed advantage- 
ously. 

Ties cut from conifers are less likely to check during seasoning 
than ties cut from broadleaf trees, and in consequence can be 
piled more openly. 

If ties are seasoning too fast they should be piled closer to- 
gether (see Plate XIV, Fig. B); if seasoning too slowly they should 
be piled more openly. Ties cut in winter can be piled more 
openly without danger of checking than ties cut in summer. 

The length of time ties should season before treatment will 
vary primarily with the species of wood, form of pile, and period 
of the year. In general, ties cut in spring and summer will be 
seasoned sufficiently for treatment by the end of the following 
autumn; ties cut in early spring will be seasoned sufficiently by 
the following early autumn; the seasoning period varying from 
about 2 to 4 months. Ties cut in autumn and winter will be 
sufficiently seasoned by the end of the following spring, the period 
varying from about 5 to 8 months. The periods necessary 
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to season demie ties like the oaks will generally be from 2 to 
3 months longer than those just given. 

Figs. 20 and 21 illustrate these conditions; Fig. 20 representing 
red gum ties which season very rapidly and Fig. 21 red oak ties 
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Fio. 21. — Rate of seasoning of red oak ties. 

which season slowly. Both figures show the accelerated drying 
in the warmer months and the retarding action of winter. 

Grouping Ties to Secure Unif onn Treatment. — The importance 
of properly grouping ties before placing them in the treating 
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cylinder cannot be overemphasized. If ties ofFering unequal 
resistance to penetration are treated at the same time, those 
offering the greatest resistance will take practically no pre- 
servative, while the others will get it all. Consequently, if ties 
BO treated are placed in a roadbed, the ones heavily injected will 
outlast the others and the wear on the track will not be uniform. 
Furthermore, when the ties inadequately treated decay, the load 
which should be borne by them will be transferred to the sound 
ones, hastening their mechanical destruction. Thus much of the 
preservative will be wasted, since there is no economy in pre- 
serving ties from decay after they have been worn out. The 
aim, therefore, should be to have the ties depreciate uniformly, 
and this can largely be brought about by grouping them in such 
a manner that they will receive equal amounts of the preservative 
uniformly diffused. Many tie plants already realize the import- 
ance of grouping, and consider the added expense more than justi- 
fied by the results secured. 

The chief factors which determine the ease with which ties 
may be impregnated are (1) the species of wood, (2) percent of 
sap and heartwood, (3) moisture content. The less important 
are conditions under which seasoned, time of cutting, and con- 
ditions of growth. 

Species of Wood. — It has been explained in Chapter III that 
the species of wood differ greatly in their physical properties and 
that this difference accounts in a large measure for the variable 
results secured in preservative treatments. 

Interesting experiments on 20,000 ties to ascertain the absorp- 
tive properties were made by Mr. F. J. Angier in 1908-09 at the 
treating plant of the Chicago, Burlington & Quinoy Railroad, 
using the zinc-creosote process. The results are summarized 
in Table 9. 

Class A includes ties absorbing less than 22 percent of their 
v6lume; Class B, ties absorbing between 23 and 30 percent; 
Class C, ties absorbing more than 30 percent. In all cases the 
ties were kept in the cylinder until no more preservative could be 
forced into them. With hardwoods, such as oak, hickory, ash, 
beech, etc., the pressure was 175 pounds, but with softwoods 
this was reduced to from 125 to 150 pounds per scjuare inch. In 
both cases the pressure was held for from 2 to 5 hours. No sepa- 
ration of the ties was made on the basis of their proportion of sap- 
wood and heartwood, but about 75 percent of them were hewed. 
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Table 9. — Asborption 



IP Preservative by Various Specibs or 
CEoes-TiBa' 
Class A 



Beech 

Oak, red.... 

Hemlock 

Oak, pin 

Hidcory.. . . 
Tamarack. . . 
Oak, white.. 



2,481 
3,112 
1,364 



Hard maple. 

Popular 

Sycamore... 



Shortleaf pine . . . 

White elm 

Cypress, white. . 

Red elm 

Soft maple 

Red birch 

Tupelo gum 



Proportion of Sapwood. — ^As has been stated, the sapwood of 
practically all woods native to the United Statea readily absorbs 
preservatives. The heartwood, however, is much more resistant, 
BO much so in some cases that no effective treatment is possible. 
Two hundred maple ties thoroughly air seasoned (the moisture 
content ranging from 24 to 39 percent) were treated by the full- 
cell and Burnett processes at the U. S. Forest Products Labora- 
tory. It was found that of the ties given a fuII-cell treatment, 
those containit^ 43.7 percent sapwood absorbed 10.48 pounds of 
creosote per cubic foot, while those containing 82.7 percent of 
sapwood absorbed 17.40poundsper cubic foot. In the Burnett 
treatments the difference was not so pronounced. Ties contain- 
ing 46.2 percent sapwood absorbed 19.7 pounds of solution, 

■Proceedings of Wood Preserver'B Aasn., 1911 
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while those which contained 80.5 percent absorbed 22.5 pounds. 
Because of this difference in the absorption by sapwood and 
heartwood, ties wuich contain large amounts of sapwood should 
be treated separately. Differences in absorption by ties of the 
same species, but with varying proportions of sapwood, are 
often greater than in the case of widely different species. If the 
ties are "pole" ties, it will be found that those of certain species 
almost invariably fait in the same class when graded with refer- 
ence to the percent of sapwood. The grouping will be approx- 
imately as shown in Table 10. 

Table 10.— Classification or Pole Ties Based on Their Sapwood 



Group I 
S>p<n»d 1 inch or )«• in 


Group II 
S^wood 1 Inch to 3) inohei 


Qroup 111 


width <kB tbu 10 p« 
oeot <A rolmneof lie) 


oant. but \um than 90 per- 


(mon than 50 pennit of 
volumaoftie) 


Oaka. 


Longleaf pine. 


Shortleaf pine. 


Douglas fir. 


White pine. 


Loblolly pine. 


Cedar. 


Hard maple. 


Western yellow pine. 


Chestnut. 


White elm. 




Tamarack. 


Red elm. 


Lodgepole pine. 


Hemlock. 




Tupelo sum. 


Spruce. 




Red gum. 
Sycamore 
Poplar. 
Soft maple. 
Red birch. 
Hickory. 
Ash. 
Beech. 



This grouping does not, however, in all cases accurately rep- 
resent the relative resistance to penetration of the various 
species. For example, red oak, because of its porous nature, 
can readily be penetrated to the center, and thus, in spite of its 
comparatively small amount of sapwood, would be grouped with 
ties of a structure resembling the elms. Also, the sapwood of 
soft maple, hickory, ash, and beech is more resistant to treatment 
than that of the other species mentioned in Group III. 

If ties are cut from logs larger than 12 to 14 inches in diameter, 
as is usually the case with sawed ties, the percentage of sapwood 
may range from zero to the maximum shown in the table; hence 
the grouping of such ties may be different from that given. For 
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example, shortleaf pine ties cut with little or no sapwood would 
fall in Group II, hard maple without sapwood in Group I. Sap- 
wood can usually be distinguished from heartwood by its differ- 
ence in color, and it is as a rule easy to separate ties into groups 
according to their sapwood content. Such a separation will un- 
doubtedly assist in a proper grouping of ties for treatment, but 
before this grouping can definitely be decided upon as the best, 
considerably more experimenting will be necessary. 

Moisture Content. — When ties are green the cell walls and 
many of the cell spaces are filled with water. To properly inject 
a preservative, at least a part of this water must be removed, and 
the extent to which it has been removed governs the amount of 
preservative which can be injected. It is important, therefore, 
that all of the ties to be treated at one time should have approxi- 
mately the same moisture content. One of the most praotical 
ways of insuring this is to pile the ties in the yard and thoroughly 
air-season them. 

The conditions under which ties season effect the uniformity 
of the treatment. Ties seasoned too rapidly are likely to " case- 
harden," which makes them more difficult to impregnate and 
affects their strength. Moreover, whether ties are seasoned with 
the bark on or off affects the treatment. It is good practice to 
season all ties to be treated in one charge under the same condi- 
tions. 

Cutting Season. — The time of year the ties are cut also affects 
the uniformity and degree of treatment. Several tramloads of 
hemlock ties cut in the summer, fall, and winter were first air- 
seasoned and then treated with zinc chloride, with the results 
shown in Table 11. 



Table 11. 


— Effbct op thb Season or CimiNa on thb As- 

SOBPTION OF PitEaGRVATIVa 




Welsbi per oubtc foot 
Iweore tMKunont 


Avgraa* abaorptioD ol 

■olution par cubio font 


Summer 


Pounds 
33.4 
36.2 
37.3 


Pounds 
12.9 
10.0 
8 9 




Winter 



It is probably safe to say that, aside from moisture content and 
case-hardening, the effect of the time of cutting on the penetra^ 
tion and absorption of preservative can be neglected in commercial 
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work. Good practice conaists in cutting all ties in winter or late 
fall whenever possible. 

Conditions of Growth. — The arrangement of the cells in the 
same species of wood grown under different conditions may differ 
to auch an extent as to cause variability in the reaults of the treat- 
ment. When that is the case, the ties should be grouped sepa- 
rately. For example, a plant receiving red oak ties from the 
South may find it advantageous to group them separately from 
those received from the North. Moreover, ties cut from various 
parts of the tree treat differently. 

Although the above considerations sound very complicated, 
they are not difficult of practical execution. It goes without say- 
ing that the careful grouping of ties for treatment costs more 
than not grouping them, but there is no doubt but what it will 
far more than pay in the long run. This is particularly true for 
treatments with creosote where the amount of preservative 
forced into the ties is not the maximum amount they will absorb 
but the amount called for by the specification. Grouping is 
least essential when the ties are impregnated with a solution of 
zinc chloride, which can be forced into them until there is no 
more absorbed or until the point of refusal is reached. 

Protection from Abrasion. — It has been estimated that from 
10 to 75 percent of unprotected ties fail by rail and spike cutting;' 
the former figure referring to hard, quick-decaying ties like maple, 
the latter to durable, soft ties like cedar. Since the number of 
treated ties is increasing annually, this percentage will also in- 
crease rapidly unless improved methods of fastening rwls are 
generally adopted. Already the amount of preservative injected 
into ties is in some cases reduced because it is clumed to be more 
than is necessary to prevent decay throughout their mechanical 
life. With increased mechanical life of the tie the efficiency of 
the preservative treatment may also be increased. 

The most practical means of reducing the mechanical de- 
struction of ties are through the use of tie-plates and improved 
forms of spikes. 

Tie-Plates. — Tie-plates are designed primarily to (1) distribute 
the impact and compression of trains over the tie; and (2) absorb 
the grinding action of the rail. 

If the tie-plate is too light it will soon buckle, or if its bearing 
surface is too small it will become embedded in the tie. In 

>PtaoeediiigB A. R. E. and M. of W, Aaaodation, Vol 9, 1908. 
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either case the value of the plate is reduced. It is essential, there- 
fore, to use plates that are strong enough to stand the pressure 
exerted on them, and that have sufficient surface area to properly 
distribute the load. Failure to meet these conditions will al- 
most invariably result in severe mechanical wear on the tie. This 
is shown in Plate III, Fig. A. 

Many forms of tie-plates are now on the market, but in general 
plates may be divided into two groups:' (1) Pronged or ridged 
plates; (2) flat plates. 

In the opinion of some engineers the tie-plates should be so 
firmly fastened to the tie that they really become part of it. 
To secure this condition, the bottom of the plate is pronged, 
ridged, or flanged. (See Plate XIV, Fig. D.) Plates of this type 
were used in test ties on the Northern Pacific and Chicago and 
Northwestern experimental tracks laid in cooperation with the 
U. S. Forest Service, Although they have not been in service long 
enough to show their real worth, the following points were observed 
during recent inspections. When the plates are heavily ridged, it 
takes a very heavy load to embed the ridges and bring the plates 
down flush with the tie. In the Chicago and Northwestern track, 
even after 2 years' service, the majority of the ridged plates were 
elevated about 1/4 inch above the tie. This was due in part to 
the resistance offered by the ridges to embedment in the wood 
and in part to sand and gravel which collected under the plate; 
also, to the fact that the traffic over this portion of the track Is 
now very light. After these plates become firmly embedded they 
have a tendency to split open the ties, and thus not only weaken 
them, but furnish catch basins for the retention of rain water. 
In ties which are difficult to impregnate with preservatives, these 
checks may extend beyond the zone of treated wood and thus 
expose the untreated interior of the tie to decay. Another char- 

> Wooden plates have also been used experimentally, and are being tested 
by the U. S. Forest Service in both the Chicago and Northwestern and 
Northern Pacific tracks. The plates are made of creoBot«d oak and maple, 
about five- eighths of an inch thick, 8 inches long, and as wide as the base of the 
rail. They are inserted iwtween the tie and the rail without any previous 
adzing, the common practice abroad. The results thus far halve been 
that the plates split badly, and at times have become loose or displaced. 
In some cases they have embedded themselves into the ties. This is shown 
in Plate XIV, Fig, C. Although the tests with wooden plates have not as 
yet been completed, the results thus far secured have not been satis- 
factory. It is thought, however, that this is largely due to the poor 
manner in whidi they were placed. 
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Via. C— Ties "prot«cted" with wooden plates. Note plate crushed into 
tie, {Forest Service photo.) 



Fio. D. — Metal tie plate. (Courtesy Spencer-Otia Mfg. Co.) 
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acterbtic of such plates is to grind into the wood fibers, especially 
of softwood ties such as loblolly pine, cedar, etc. This action 
also may extend beyond the treated portions of the tie and cause 
interior rot. These features are unquestionably objectionable, 
and in some cases may prove of such a serious nature that they 
will overbalance the good points, such as adherence to the tie 
and tack of rattling, claimed for plates of this type. 

The objectionable features of pronged or flanged plates are 
obviated if they are made flat and so rest flush on the surface of 
the tie. The chief objections to this type seem to be the rattling 
noise which they make when they are not firmly held to the spikes, 
and the fact that all resistance to creeping and lateral thrust 
must be borne entirely by the spikes. The rattling, however, 
would seem to be an excellent indication that the spikes are loose 
and need attention. Just how much weight must be attach^ 
to the second objection cannot at this time be ascertained from 
the plates under observation by the U. S. Forest Service. Thus 
far no creeping or widenii^ of the gauge of the experimental track 
has been noticed. 

It seems, moreover, in view of the data thus far secured, that 
of the various forms of tie-plates now under test, those made 
of metal with a flat bearing surface, or the bearing surface only 
slightly ridged, are giving better service in protecting the ties 
from mechanical destruction than those made of metal heavily 
flailed or pronged. 

A feature which is not a present taken into account, but which 
unquestionably will be, is the size of tie-plate to be used on 
different kinds of wood. A softwood tie like loblolly piae is more 
subject to rail cutting than a hardwood tie like oak, and con- 
sequently needs a larger tie-plate for its protection. Some tests 
at the U. S. Forest Products Laboratory of compressive strength 
of various kinds of ties gave results a^ shown in Table 12 on 
pages 144 and 145. 

In other words, shortleaf pine is only about half as strong aa 
red oak and consequently needs a plate with a considerably 
larger area in order properly to distribute the load. 

Spikes. — The practice of spiking ties to the rail has long been 
recognized as capable of improvement. The spikes, especially 
in softwood ties, do not hold firmly, and permit the rail to "creep" 
and "pump," thus greatly shorteiung the life of the tie. Fur- 
thermore, they tear the wood-fiber^, work loose, and permit rain 
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I Percent op Wbitb 



Onag« orange 

Honey locust 

Blade locuat 

FoBt oak 

Pignut hickory 

Water hickory 

Shagbark hickory 

Mockerniit hickory—. 
Big Bbellbark hickory. 

Bittemut hickory 

Nutm^ hickory 

Yellow oak 

White oak 

Bur oak 

White aah 

Red oak 

Sugar maple 

Rock elm 

Slippery elm 

Redwood 

Bald cypreas 

R«d maple — 

Hackberry 

Incense cedar 

Hemlock 

Loi^leaf pine 

Tamarack 

Silver maple 

Yellow birch 

Tupelo 

Black cherry 

Sycamore 

Douglas fix 

Cucumber tree 

Shortleaf pine 

Red pine 

Sugar pine 

White elm 

Western yellow pine. . 



Toxylon pomiferum . . . 
Oleditsia triacanthos . . 
Robinia pseudacacia. . 

Hicoria glabra 

Htcoria aquatica 

Hicoria ovata 

Hicoria alba 

Hicoria lacinioea 

Hicoria minima 

Hicoria myristicaeformi 

Quercus velutina 

Quercus alba 

Quercua macrocarpa. . . 

EVaxinus americana 

Quercus rubera 

Acer saocharum 

Fagus atropunicea — 

Ulmua pubescens 

Sequoia sempervirena. , 
Taxodium diaticbum. . . 

Acer rubrum 

Celtia occidentalia 

Libocedrua decurrens. . 

Tsuga canadensis 

Pinus palustris 

Larix lariciana 

Acer saccharinum 

Betula Lutea 

Nyaaa aquatica 

Prunus serotina 

Platanus occidentalia... 
FaeudotsuKa taxifolia. . 
Magnolia acuminata.. . 

E^nus eehinata 

Pinus resinosa 

Pinna lambertiana 

Pinus ponderoaa 
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Tabls 12. — Crdshino Strength of Cbobs-tibs in Percent c 
Oak. — Continued . 



Kind of tie 


ni»r.ti«. 
p.r «). iE. 


FllMirttnM 

of .yie uk. 
orSSS lb. 
p«rw.U. 


COIKDIOD D.n» 


Bou^^^. 






348 
34S 
314 
200 
288 
269 
262 
268 
210 
209 
103 


40.8 
40.6 
36. S 
34,0 
33.8 
31.6 
30.7 
30.3 
24.6 
24.6 
22.6 








Arborvito 

Lai^tooth Mpen..,. 
White apnioe 


Picea engelraanai 

Thuja oocident&lis 

Populiu grandidentata . 
Picea canadensis 


Buckeye (yeUow)..., 


AesculuB octandra 

Tilia nmericana 

nigra 


BlRck willow 





to collect and decay to start. This necessitates a rather frequent 
respiking of the rail, which often fills the tie with holes to such 
an extent that it is "spiked to death" and must be removed. 
It was thought that by first boring a hole into the tie and then 
driving the spike into it, the fibers would not be torn and then the 
spike would hold more firmly. (See Plate XII, Fig. C.) Tests 
were made' in which ordinary 9/16-inch square spikes were driv- 
en into red-oak ties previously bored with holes 3/8, 7/16, and 
1/2 inches in diameter. Although the spikes were driven by an 
experienced trackman, in over half the cases they failed to follow 
the holes. Their resistance to pulling was thus reduced. When 
no bole was bored the average force required to pull the spikes 
was 8827 pounds; when bored in the manner above described 
the respective forces were 8050, 8106, and 7154 pounds. Inorder 
toovercome the objection mentioned the spikes were pointed on 
fourudes, and when this was done there was no difficulty what- 
ever in getting them to follow the holes. Furthermore, their 
resistance to vertical pull was increased and the wood-fibers 
were not seriously torn. The number of pounds required to puU 
spikes from red-oak ties was as follows:' 

' By J. A. Newlin, in charge of timber testa, Forest Products Laboratory. 

' It will be Dotioed that the apikea driven in the first test held more firmly 
than those driven in the second. For example, when no hole was bored it 
took 8827 pounds to pull them in the first test and only 7613 pounds in the 
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FauDda 

Ordinary 9/16-inch square spikes driven without boring 7613 

Ordinary 9/16-iach square spilcea pointed on four sides, driven in 

hole 3/8 inch in diameter 8178 

Ordinary 9/16-inoh square spike pointed on four sides, driven in 

hole 7/16 inch in diamet^ 7856 

Ordinary 9/16-inch square spike pointed on four sides, driven in 

hole 1/2 inch in diameter 7664 

When the diamond-pointed spikes were driven into the tie 
without first boring holes, the ties were almost invariably split. 
It appears, therefore, that they cannot be used satisfactorily 
without previous boring. 

Some of the ties used in these tests were treated with creosote, 
others with zinc chloride, and still others were left untreated, 
but no appreciable difference due to treatment was noticed. 
In a few cases a heavy oil was poured into the holes and allowed 
to soak for 16 hours before the spikes were driven. The resist- 
ance to pull was decreased from 7644 to 662S pounds. While no 
tests were made, it is quite possible that if the holes are bored into 
the ties before they are treated the resistance of the spike will be 
less than if they are bored after treating. In spite of this, how- 
ever, it is believed that if holes are bored at all they should be 
bored before and not after treatment, since in the former case the 
ties will be fully protected against rot. 

While the tests described show that boring holes into ties pre- 
vious to spiking them is an improvement over the common prac- 
tice in this country, experience abroad leads to the conclusion 
that even better results can be obtained by the use of screw 
spikes. To secure data for American operating conditions, 
screw spikes were used by the U. S. Forest Service in the Northern 
Pacific, Chicago & Northwestern, and Chicago, Milwaukee & 
St, Paul test tracks. In laying the Northern Pacific and Chicago 
& Northwestern tracks no screw-spike boring or driving machine 
was available, so that the holes had to be bored and the spikes in- 
serted by hand. In some cases the holes were not bored deep 
enough, and the point of the spike struck the base of the hole. 
On further tightening the spike the threads in the wood were 
destroyed. Furthermore, the holes were not in all cases bored 

second. This cannot be attributed to any difference in the spikes, but to the 
ties into which they were driven. Also, in the latter case the spikes were 
pulled soon after they were driven. The two eeriea of testa, therefore, are not 
comparable with each other. 
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vertically, so that the spikes were inserted at various angles. 
When the Chicago, Milwaukee & St. Paul track was put in place, 
a screw-spike boring and driving machine was used, and the 
difficulties previously encountered were done away' with. The 
machine drove the holes vertically and to a uniform depth, so 
that the spikes all had proper alignment and clearance. In 
every case the machine drove the spikes firmly into the tie. 

The screw spikes used in the Northern Pacific and Chicago & 
Northwestern test tracks were driven through plates which did 
not reenforce the head of the spike agunst lateral thrust. After 
3 years' service many of the these spikes were badly bent, 
resulting in a widening of the track gauge. In laying the Chic^o, 
Milwaukee & St. Paul track, a plate with bosses for supporting 
the heads of the spikes was used, which it is believed will mate- 
rially increase their holding power- 
In a large number of tests made at Purdue University, a part 
of which were conducted by the U. S, Forest Service,* it was 
found that screw spikes had from 1.7 to 3.8 times the strength of 
the common spike against pull, and from 1.2 to 2.4 times the lat^ 
eral resistance of the common spike. The heads of the spikes 
were not supported in these tests. 

An objection raised against the use of screw spikes is that it 
takes longer to insert them than to insert cut spikes, and that this 
at times delays the passage of fast trains. In laying the Chicago, 
Milwaukee & St. Paul test track this objection was partially 
overcome by spiking every third tie throughout the rail length, 
which permitted trains to pass, and afterward spiking the re- 
maining ties. 

A further objection to the use of screw spikes is the difficulty 
of regaugii^ the track when the rail becomes worn. It is pos- 
»ble that this objection may in time be overcome by altering the 
design of plates used with this type of spike. 

While the use of screw spikes in this country is still in its in- 
fancy and final judgment cannot as yet be pronounced, it gives 
promise of overcoming the objections raised against the ordinary 
cut spike. If it succeeds in this it will unquestionably result in 
greatly reducing the mechanical destruction of ties. 

Adzing and Boring Ties. — In Chapter YII it was stated that 
adzing and boring ties prior to treatment was good practice, and 

I Fourth Prepress Report of Teats o 
Purdue University, Bulletin 121, A. R. 1 
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the data given above show how the holding power of spikes can 
be increased by driving them through such holes. Of equal 
importance is a proper bearing of the rail or plate on the tie, for 
if thia is not done the wear will be concentrated over a smal] 
area and the mechanical destruction of the tie hastened. Further- 
more, it is felt that the unequal bearing of rails on ties can be 
held responsible, in part at least, for breaking the rail, especially 
during cold weather. Adzing prior to treatment not only en- 
ables the plate and rail to be firmly and uniformly fastened to the 
tie, but makes it possible to at least coat with preservative that 
portion of the tie most subject to wear. For these reasons 
adzing and boring of ties are highly commended. 

The Selection of Processes for Treating Ties. — The wide 
range of conditions under which cross-ties are used makes a 
selection of treating processes necessary if most economic results 
are to be secured. Lack of specific data on the exact value of the 
various processes prevents a clear-cut decision as to which is best 
for a given set of requirements. 

The ideal treatment is one in which the ties fail from decay 
and wear at the same time. If the failures are caused by decay, 
then a more efficient preservative should be used; if, on the other 
hand, the failures are caused by wear which cannot be prevented, 
then a less efficient treatment should be used. It can be readily 
seen that any process which puts into ties more preservative 
than is necessary to protect them longer than their mechanical 
life is a wasteful process, because after the ties are removed from 
the track the preservative in them is useless. The proper balance 
between the failure of a tie from decay and from wear is a very 
difficult one to obtain with our present limited fund of data 
and this complicates greatly the selection of a proper treating 
process. Certain general rules can, however, be laid down which 
should aid in selecting the proper process for any given condi- 
tions. The most important points to consider in this connection 
are: (1) kind and form of ties to be used, (2) the tonnage over the 
road, (3) climatic conditions, and (4) type of track construction. 
These are so closely interwoven that they must all be considered 
together. 

If the road is so fortunate as to run through or tap a forested 
region containing strong, durable tie material, the need of a 
preservative treatment is not pressing and may even be dispensed 
with entirely. Thus, if ties of heart cypress, redwood, and cedar 
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can be obtaiaed at a reasonable price, no treatmeDt other than 
a protection from wear is required. However, this condition 
rarely exists, so that some method of inoreasing the resistance 
of the wood to decay becomes necessary. If the wood is refrao- 
tory — that is, if a preservative cannot be forced into it except 
superficially — as with Douglas fir, tamarack, etc., as heavy a 
treatment as possible with straight creosote will probably give 
most efficient results because even at best only small amounts 
of the oil will be absorbed. If, however, the wood is porous and 
readily absorbs preservative, then some cheaper process, like the 
Burnett, Card, or empty-cell creosote is preferable. The same 
is true for those ties which are cut so as to have fairly wide strips 
of sapwood on one or both sides while the faces are of resistant 
heartwood possessing in itself little durability. 

Obviously, ties which have a heavy tonnage passing over them 
are more subject to failure from wear than ties laid in a track 
where the tonnage is light. In general, such ties should be given 
a less efficient and expensive treatment, for if heavy injections 
are made, considerable quantities of preservative will be destroyed 
with the ties. 

Climatic conditions must be carefully considered. Ties laid 
in regions of heavy rainfall had best be treated with straight 
creosote. In arid r^ons and where rainfall is comparatively 
light, zino-treated ties may be advantageously used. 

The type of track construction has much to do with the selec- 
tion of the process. In general, best construction enables the 
use of the more effective and expensive treating processes. For 
example, a track laid with heavy rail, heavy tie plates, screw 
spikes and a firm rock ballast would call for a more costly and 
effective treating process than one laid with cut spikes, dirt 
ballast, and no tie plates. It should not follow that this is uni- 
versally true. Suppose, for instance, that the track construction 
is of the best, but that the ties are of a comparatively soft wood 
like loblolly pine; it is the author's opinion that an empty-celt 
process should be selected in preference to a full-cell, as it would 
give an equal length of hfe to the tie with a much less consump- 
tion of preservative, and hence the expense would be less. As 
mentioned above, a decision on the selection of a proper timber- 
treating process for ties can be correctly made only after all fac- 
tors affecting the life of the tie have been considered. It appears, 
therefore, that railroads controlling a large mileage, especially, 
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if it traverses a wide territory, should use more than one process 
in order to secure most economic returns. In the above discus- 
sion, the question of initial cost has not been mentioned, as its 
effect in the selection of a process is so obvious as to need no special 
comment. The ideal process selected may be the cheapest 
process — Bumettizing, for example — in so far as initial cost is 
concerned. Or the ideal process may be the most expensive — 
full-cell creosote — in which case, if the company could not afford 
it, the next best rather than none at all should be selected. A 
common feature is that practically all standard processes using 
pressure pay if compared to the use of untreated ties, so the 
problem reduces itself largely to a question of which pays best. 

Cost of Treating Ties. — ^The total cost of treating ties can be 
divided into the following general items: (1) seasoning, (2) labor, 
(3) fuel, (4) plant operation and maintenance, and (5) chemicals. 

The majority of ties now treated in the United States are sir- 
seasoned prior to treatment. The cost of this varies with the 
kind of wood, season of the year, and geographical location. 
In general, however, seasoning charges range from about 0.50 to 
1.5 cents per tie. 

Labor includes all forms necessary to the treatment, such as 
loading and unloading of ties in the yard, and for the tie plant 
and superintendence. It also varies considerably, but ranges 
from about 3 to 6 cents per tie. 

Fuel is least in those plants which can use natural gas or oil and 
highest in those most remote from a source of supply, but ranges 
from about 1/2 to 2 cents per tie. 

On account of the corrosive action of zinc chloride, the life 
of a plant using that kind of a preservative is usually reckoned as 
shorter than that of one using creosote; consequently, its de- 
preciation is greater. If the capacity of the plant is lowered 
through accident, shortage of ties, etc., the depreciation charges 
per tie will be very high. The total cost of maintenance, includ- 
ing this depreciation, interest on the investment, etc., will usu- 
ally range from 1 to 2 cents per tie. 

Practically all of the ties now treated in commercial plants in 
the United States are injected with zinc chloride or with creosote, 
either alone or in combination. Only a few plants use preserva- 
tives like crude oil and mercuric chloride. It is customary to 
inject about 1/2 pound of dry zinc chloride per cubic foot 
of wood although this varies at times from one-third to two- 
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thirds of a pound. This aalt costs from 3 1/2 to 5 cents per 
pound. Creosote costs from about 7 to 12 cents per gallon in 
large quantities. It is customary in tie work to inject from 5 to 
10 pounds of this oil per cubic foot. 

With the above data the cost of tie treatments may be esti- 
mated. It should be borne in mind, however, that the figures 
given are general, and will not apply to all conditions. Using 
them as a basis, however, the cost of treating a standard 7 inch 
X 9 inch X 8 foot tie will be approximately as shown in 
Table 13, royalties not included. It is understood that royalties 
are now charged in the Rueping and Card processes, while the 
Lowry process is operated under certain restrictions by the com- 
pany which controls the Lowry patents. For the other proc- 
esses listed in the table no royalties are required. 

Tablb 13. — Approximate Cost or Tbeatiho Tibs 









10-14 
12-16 
16-20 
25-29 
32-35 
39-45 




Card.... 






Full-cell cresotoCc) 



a ~ assuming about 6 poundB of creosote per cubic foot absorptioD. 
6 — aBsuming about 8 pounds of creosote per cubic foot absorption. 
e — aasuming about 10 pounds of creosote per cubic foot absorption. 
Assuming creosote costs about i cent per pound and zinc chloride about 
4 cents per pound. 

It will be noted in this table that the cost of the preservative 
used is a large percentage of the total cost of treatment. Creo- 
sote, for example, greatly increases the cost of the treatment and 
when it is used in comparatively large quantities— 8 pounds or 
over per cubic foot — all other costs make but a small fraction in 
the total cost of treatment. The opportunity either for an effi- 
cient preservative at lower cost or for some modified method of 
operation which will enable a high-priced preservative to be 
better utilized than is being done in present practice is strik- 
ingly apparent. 

Economy in Treating Ties. — There is no longer any just doubt 
but what the preservative treatment of ties pays. Unfortunately, 
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reliable records on the life of treated ties which have been in ser- 
vice for long periods are too meager to enable exact eatimatee of 
actual economy to be made, so that the financial saving is still a 
matter of conjecture. Because of this condition it is not po&- 
mble to state what process of treatment is most economical, 
and it will take several years before any true basis for such state- 
ments will be warranted. As has already been pointed out, 
it is quite likely that the different methods of treatment now 
practised will be found to have rather sharp limitations so that 
they will not overlap and compete to such a lai^e degree as at 
present. The different kinds of ties, the different types of con- 
struction, and the different geographical r^ions traversed by 
our roads will demand different treatments. 

In the meantime, the best that can be done is to use what 
data is already available on treated and untreated ties in service, 
and add to this our knowledge on the efficiency of the various 
preservatives used, the action of wood-destroying fungi, and the 
durability and susceptibility to treatment of the various woods 
now used for manufacture into ties. 

While the savii^ in money is undoubtedly the most important 
feature which the railroads will consider, nevertheless it is be- 
lieved that other factors should not be overlooked. If a process 
showing lowest annual charges is selected, it may be it does not 
prolong the life of the ties as much as some other process having 
higher annual charges. This meana that tie removals will be 
more frequent and the roadbed will consequently be more con- 
tinuously disturbed. The disadvantages are obvious. Further- 
more, if the price of untreated ties shows a steady advance, the 
advantage of securing as long a life as possible from them is 
readily apparent. 

Because of the many factors which influence the economy 
resulting from treating ties and because of the uncertainty of 
present data on the durability of ties, estimates on saving are 
here given for only two processes — the Burnett and full-cell 
creosote — as these represent the probable extremes, certainly in 
so far as initial cost is concerned. In order to make the results 
comparable, it is assumed that all ties are plated, the platee coet- 
ii^ 25 cents per tie, and that the cost of placing the ties in the 
track is 15 cents. Furthermore, all ties are subjected to the same 
traffic conditions and preliminary treatment. As annual charges 
beat show resulting economy they are used in the following table 
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and are figured oa. the cost of the ties in the track, the computation 
beii^ made by the following formula: 
l.Op-.O.Op 
' - " 1.0p- - 1 
Where r = equivalent annual charge. 
R = initial expenditure, 
p = rate of interest (taken as 5 percent). 
n = term of years. 

It will be noted that, in general, the ties treated with creosote 
show a slightly greater economy than when treated with zinc 
chloride. In this connection, however, the remarks already 
made concerning the selection of the treating process should be 
kept in mind; that is, ties treated with zinc chloride should not 
be laid in wet localities. If ties treated by this method are laid 
in such regions the ditferences shown in the table would, of course, 
be considerably greater. 

It should be noted that greatest economy in treating ties comes 
from those which possess little durability in an untreated condi- 
tion, this amounting in certain cases to an annual saving of over 
20 cents per tie per year. Least saving comes from ties which 
are resistant to treatment and which do not possess a marked 
natural durability. Such ties ought not to command high prices. 
In fact, it is exceedingly likely that the prices now paid for ties 
will be readjusted as reliable data on their serviceability is grad- 
ually obtained, and more value is placed upon their intrinsic 
properties. Red oak, beech, and elm, for example, will become 
more and more prized as good tie woods, because of their rapid 
growth, hardness, and permeability. 

If the figures given in the table are found by actual experience 
to be accurate, the difference in the annual saving between the 
two processes compared is insignificant. This does not mean, 
however, that the selection of the process is unimportant, because 
other factors such as initial cost, ultimate lei^th of service, local 
climatic conditions, etc., as pointed out above, must also be taken 
into consideration. 

Need for Test Tracks. — It is apparent from the above discus- 
sion on the economy of treatment that little of definite value on 
the efficiency of various processes can be determined until ac- 
curate data is available. Without doubt, the best way of secur- 
ing such data is to set aside certain portions of the main track. 
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typifying conditions of the road, for experimental or test purposes. 
Such i>ortions of the track are called "test or experimental 
tracks." In them complete records should be kept on each tie, 
Buoh as kind of wood, how treated, when and how laid, and notes 
on its character of failure obtained from yearly inspections. In 
addition, general data on the character of the ballast, type of 
construction, tonnage over the road, etc., should be made a matter 
of record. To assist in identifying the ties, each tie should have 
zinc-coated dating nails driven into it at some readily accessible 
point. A good place for the nails is about 1 foot inside the rail. 

The old method of driving dating nails into all treated ties and 
attemptii^ to keep records on all of them has not proved success- 
ful and is not recommended. Tiackmen as a rule will not keep 
accurate records and unless the records are accurate they are 
worse than useless, as they may lead to absurd conclusions. 
The direct and positive value of the data secured from test tracks 
enables accurate deductions to be made of the efficiency of the 
treatment and far more than justifies the cost of placing and 
maintaining them. 
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CHAPTER IX 

PROLONGING THE LIFE OF POLES AND CROSS ARMS 
FROM DECAY AND INSECTS 



Selection oi Species. — According to present usage, in order to 
make a Batisfactory pole, a tree must have the following general 
properties: Its wood must be strong, comparatively light in 
weight and durable, its taper must be gradual and well defined, 
its form must be straight, and in addition its supply must be 
accessible and abundant. These requirements necessarily re- 
strict the number of species which can be used. For example, 
of the 3,000,000 poles consumed annually in the United States, 
over two-thirds are cedar and about one-seventh chestnut. 
Hence, over 80 percent are cut from only two kinds of wood, 

If the preservative treatment of poles was more generally 
practbed, a much larger variety of woods could be drawn upon, 
since they possess all of the requbite properties save durability. 
It seems apparent, therefore, that as the present supply of "pole 
woods" becomes more and more exhausted the need for preserva- 
tive treatment will increase. Such woods as the pines, spruces, 
and Srs should prove admirably adapted for poles, and they will 
undoubtedly be called into use. In fact, a movement in this 
direction has already taken place, and poles cut from these timbers 
are now being used in several places in the West. 

Insects, in addition to decay, also attack poles, thus weakening 
them not only by their burrows but also by admitting channels 
through which the decay can enter and spread. As the methods 
which prevent decay will also prevent insect attack, the two are 
discussed in common in this chapter. 

Manufacture of Poles. — Most of the poles used in the United 
States are simply tree trunks which have been trimmed of limbs 
and then peeled. Very few sawed poles are used. As has already 
been pointed out (Chapter IV) the best time to cut timber is in 
winter or late fall. Poles cut during thb period are, howev^, 
more difficult to peel, as the bark clings tenaciously to them, 
156 
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whereas in spring long strips of bark can readily be torn from the 
trunk. It is very important to peel all bark from that portion 
of the pole to be treated; otherwise the bark will prevent a uni- 
form penetration of the preservative. 

The practice of dragging poles over the ground for long dis- 
tances, thereby grinding off the outer layers of wood, should be 
prohibited, as it not only weakens the pole but makes it more 
susceptible to decay. 

It is also bad practice to saw that portion of the pole which 
projects above ground, leaving the butt the natural shape and 
size of the tree, unless the butt is given a thorough preservative 
treatment, because the sap on the butt will quickly decay and 
infect the heartwood. If sawing must be done on account of 
local or other requirements, it is better to saw the entire pole. As 
a general proposition, however, sawing should be avoided if pos- 
sible. The top of the pole should also be cut slanting unless 
there is some reason why this cannot be done. If a plate or cap 
is placed on the top of the pole, the wood underneath should be 
at least brush treated with creosote. Whenever possible the 
pole should be trimmed and bored to exact dimensions before 
it is treated, in order to avoid cutting into the treated wood and 
thus exposing the untreated interior. 

Method of Seasoning. — Common practice now pays little at- 
tention to seasoning poles. (SeePlateXV, Fig. A.) Poles aregen- 
erally piled one on top of the other in order to occupy as little 
space as possible. If the poles are not to be treated and if they 
are not held too long in these piles so that decay will attack them, 
no serious objection can be levied gainst this practice. Of 
course, when piled in thb manner, the rate at which they lose 
water is greatly decreased and consequently they will weigh 
more when shipped; hence, the cost of transportation is 
increased. 

If the poles are to be treated, especially by the open-tank or 
brush methods, a preliminary air seasoning is highly desirable. 
The best way to do thb is to roll the poles on skids with suf- 
ficient space between them so that the air can circulate freely. 
These skids can be built of poles placed horizontally and ele- 
vated a foot or more above the ground. If space permits, but 
one layer of poles should be built on each skid, but if necessary, 
several layers can be piled on each other. (See Plate XV, Fig. B.) 

Factors other than ease of handling should be given oon- 
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sideration in selecting the seasoning yard. For example, the 
ground should be fairly level, well drained, and as free from weeds 
and decayed wood as possible. The poles should be exposed to 
the sun and air currents so that the seasoning will be rapid. 
Too rapid seasoning, however, may check the poles, in which 
case they can be piled closer together. Incipient checks, which 
are liable to increase in size, should be protected with "S-irons" 
(Fig. 22). 

The length of time poles should be seasoned varies primarily 
with the time of year, the kind of wood, and climatic conditions. 




Fio, 22.— Method of applying "S"-iron8 to prevent ehecldng. 

From a large number of tests made by the U. S. Forest Service 
in cooperation with the American Telephone and Telegraph 
Company the following table has been compiled: 
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The above figures may be used to predict the seasoning periods 
for other varieties of wood not listed, although just how accurate 
they will be cannot be told except by actual trial. 

Because of its comparatively large diameter, the moisture 
content of an "air-seasoned" pole varies considerably. For 
example, the outer portion may contain only 10 percent of moisture 
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Fio. A. — Cedu poles piled for storage, Michigan. (Forest Service photo.) 



Fig. B.— Poles properly piled for air Beasoning, Black Forest, Germany. 
(Forest Service photo.) 

(Facinii pane ISS.) 
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Fig. D. — Creosotedpolesforhetiv:rconstruction,HB}'eB, England. (Forest 
Service photo.) 

Diq.i^is by Google 
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wliile the interior has 40 percent or over. It is not necessary 
or practicable to reduce this interior moisture very materially 
for it does not seriously affect any preservative treatment which 
might be given. 

The effect of this moisture loss on freight shipments is very 
important, especially in long hauls. 
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The decrease in weight from a green to an air-diy condition 
varies from about 20 to 50 percent, or 180 to 850 pounds per pole. 
The decrease in shippii^ weight and freight charges is, of course, 
in direct proportion to these percentages. 

The shrinkage in the circumference of poles due to their season- 
ing is insignificant, contrary to general belief. Consequently, 
if a pole is measured when green, these figures can be considered 
as practically unaltered by subsequent drying, since the shrinkage 
will not exceed 1 percent. Exact data on shrinkage taken 
from measurements on about 2000 poles of chestnut, cedar and 
pine averaged from 0.3 to 0.5 percent of the green circumference 
6 feet from the butt to 0.6 to 0.9 percent at the top. This is 
equivalent on 30- to 40-ft. poles to about O.I or 0.2 inch in 
the circumference of the butt and from 0.15 to 0,25 inch at 
the top. 

If the poles are steam seasoned, they are handled in much the 
same manner as cross-ties, viz., placed in the treating cylinder 
and subjected to live steam at pressures not exceeding 40 pounds 
for four or more hours, after which a vacuum is applied and the 
preservative injected. 

Methods of Treatment and Their Selection. — Because of 
their large size and the high cost of handling and shipping them 
and the comparatively small number assembled at one point, 
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the treatment of poles is quite a different problem from the treat- 
ment of ties. Furthermore, poles are not subject to the &ame 
kind of deterioration aa ties. That portion which projects above 
ground is much less subject to decay than that in the ground, 
and in temperate climates like the northern and western United 
States, where the humidity and temperature are generally low, 
the tops may last indefinitely. In warm, humid climates, aa in 
the South, a protection to the top is desirable and often — as in 
the case of pines — necessary. Poles do not fail from mechanical 
wear, bo that this factor need not be considered. 

Several methods of protecting the life of poles from decay and 
insects — the chief destructive agents — are practised. These are 
(1) setting the poles in crushed stone or concrete, (2) charring the 
butta, (3) brush treating the butts with a wood preservative, 
(4) impregnating the butts with a preservative, and (5) impreg- 
nating the entire pole with a preservative. 

Setting in Crushed Stone or Concrete. — If the hole into which 
the pole is to be placed is dug several inches wider than the pole, 
crushed or small field stones can be pounded around the pole 
after it is set. These will permit more or less circulation of air 
around the butt and keep weeds from growing close to the pole. 
In this way a partial protection is afforded which will add a year 
or two to the life secured. Furthermore, the stones will tend to 
protect the pole from ground fires. Sand placed in such holes 
affords no protection and may even hasten decay. The author has 
tittle evidence that poles set in concrete are materially prolonged 
in service. Such concrete jackets are liable to become broken 
and hence admit water. AH of these methods are considered 
make-shifts and should be used only when no better treatment 
can be had. 

Charring. — Provided the poles are air seasoned, charring to a 
depth of 1/4 in. from the butt to about 2 ft. above ground line 
will pay for itself. It is, however, an inefficient method of treat- 
ment and adds but little to the life of the pole. If charred green, 
the poles are very liable to check open and decay hastened rather 
than retarded. Charring, furthermore, destroys the outer fibers 
of the wood and weakens the pole where strength is most needed. 
Charred poles examined by the author were also readily attacked 
by insects. 

Brush Treatment. — These should be applied to poles only 
^ter they are air seasoned. If applied to gieen poles, the effec- 
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tiveness of the treatment will be greatly decreased. The methods 
of applying brush treatments have already been described (see 
Chapter V). To secure best results, particularly for poles set in 
sandy soil, the entire butt and end of the pole should be coated 
with the preservative and the protection should extend 1 or 
2 feet above the ground line. If poles are well treated by this 
method, their life can be extended from 3 to 6 years. When 
no better method can be afforded, brush treatments are recom- 
mended. The best preservative thus far known is coal-tar 
creosote, which should be applied hot (about 160° F.) in two 
coats. For reliable results secured to date the reader Is re- 
ferred to Fig. 31, appendix. 

Open-tank Butt Treatments. — If the top of the pole is not 
subject to decay, a butt treatment in an open tank is the best 
known. (See Plate XV, Fig, C.) (For description see open-tank 
treatment, Chapter V.) A number of test poleq treated in 
this manner have shown excellent results (see Fig. 31 and Fig. 32, 
appendix), and because the preservative is confined to the 
butt of the pole where decay is most active, the method is 
more economical than if the entire pole is impregnated. Un- 
fortunately, in order to cut down labor and maintenance costs, 
such treatments are feasible only where comparatively large 
numbers of poles are assembled at one point. Furthermore, the 
treatment may mean a delay in shipment, although it is felt 
that this objection should be met on the part of pole consumers 
by anticipating their orders in sufficient time to enable the 
treatment to be made. 

Coal-tar creosote to the amount of 10 pounds per cubic foot, 
or more if possible, will give best results. It is possible, how- 
ever, to impregnate the butts with zinc chloride or other 
antiseptic salts, either alone or in combination with the creosote, 
in which case a decrease in the cost of the preservative can be 
made. In any event, the aim should be to treat all of the 
sapwood to a height of 1 to 2 feet above ground level. 

Butt treatments are now given which often amount to little 
more than dipping treatments, and while they are better than 
a mere brushing of the pole, they will not prove as effective as 
though the preservative Is driven through the sapwood. In 
some cases, the surface of the pole has been perforated with small 
boles in order to facilitate the entrance of the preservative and 
shorten the time of treatment. 
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Poles to be butt-treated are hoisted by a dwrick iato open tanks, 
where they are stood on end. The preservative is then admitted 
until the butts are submerged. If creosote or a similar oil is used, 
it is heated to about 215° F. for two or more hours, after which 
it is permitted to cool, or cool oil b pumped into the tank and the 
butts kept submerged until the deeired absorption is obtained. 
In a similar manner the poles can be treated with zinc chloride. 
By running the hot oil out of the tank and admitting a zinc- 
chloride solution, a combination treatment can be obtained, or 
the poles can be lifted out of the hot tank and stood in a second 
tank containing the solution. Table 17 gives some results 
secured in butt-treating poles by the open-tank method and shows 
the amount and depth to which the preservative was absorbed.* 



— AVEBAQB AssoRPTioN AND Pbnbtration or Crbobotb Ob- 

rAINZD IN THB BuTT TREATMENT Or PoLES BT TBB 

Opbn-tanf Method 



Si>«i« 


pole 


PeiiB. 

tCMtOD 


S|»d« 


Abwrp. 
pah 


PeD»- 
tntlon 




Pounds 
21.5 

48.4 
39.5 


Intdiea 
0.3 

0.5 
0,8 


Western ydlow 


Pounds 

81.4 
34.0 


Inohes 

3.1 
1.0 


NoTthem white 
cedar 


Lodgepole pine... . 


Western red cedar 



Entire Impregnation. — If the poles decay in the top as well as 
in the butt, the entire pole should be treated. This is done by 
placing them on cylinder cars and running them into a treating 
cylinder. The treatment is very similar to that given ties, no 
special apparatus being required except that the cars should be of 
the bolster type in order to take curves. The best process is the 
full-cell creosote injecting about 10 pounds of oil per cubic foot. 
This method of treatment is most expensive on account of the 
large amount of creosote absorbed. It should not be used if 
open-tank treatments will suffice. A modified treatment has been 
suggested whereby the poles are run into horizontal cylinders 
mounted on pivot bearings, after which the cylinder is revolved 
to a vertical position. In this way it is possible to impr^nate 
the butt under pressure and give the top of the pole a lighter 
treatment, thus saving materially in total cost. So far as known 

' Bulletin 84, U. S. Forest Service, by Wm. H. Kempfer. 
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to the author, this method has not been practised thus far, 
although it has much to commend it.' 

Boucherie Process. — Id this process, which is ^cteosively used 
in France and which has been tested in our country, the poles are 
treated green and before the bark is removed. (See Plate XVI, 
Fig. A.) In fact, the sooner the treatment can be given after the 
trees are cut the better the results secured. A clamp is placed over 
the butt of the pole, which is placed in a horizontal [>osition; 
through this clamp a hole is bored, into which a wooden plt^ 
is inserted. The plug is connected to a hose, which in turn is 
fastened to a larger hose or pipe. A barrel or other vessel filled 
with copper sulphate, and elevated about 20 ft. above the pole so 
as to give a static pressure, is connected by means of a hose to 
this feed pipe. In this way the copper-sulphate solution runs 
out of the overhead tank and forces its way into the butt of 
the pole and eventually through its entire length. As soon as 
th^ solution appears at the top end, the pole is disconnected 
from the treating apparatus, after which it is peeled- trimmed, 
and air seasoned. It is then ready for use. 

The Boucherie process is very well adapted to the treatment 
of poles in small quantities and in rough country where there is 
a supply of timber suitable for poles and where the cost of trans- 
porting treated poles would be prohibitive. Experiments with 
this process were made by the U. S. Forest Service in California, 
the time required to impregnate the various poles being given in 
Table 18.* The poles were treated green under a pressure of 
about 10 pounds. Their length was about 22 ft. 



Tabls 18. — TiMii RnqoiBBD 


TO Tbeat Gbsbk 
Procbm 


'0LI13 Br THB BOUCBERIB 


S[>«i» 


lATSikgsti 




Yellow pine 


3.6 
2.9 
6.2 
1.9 
3.1 











Eyan Process. — This process has been used extensively in 
Europe for treating poles and has given very good results. The 

< A plant to operate on this prinripte is now (Jan., 1916) iindpr construc- 
tion in the U. S. 

' From report by Geo, M. Hunt and C. S. Smith, of the U. 5, Forest Service. 
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maimer in which the process ia operated has been described in 
Chapter V. Next to poles impregnated by the full-cell process, 
Kyanized poles have given greatest durability. The treatment 
is comparatively inexpensive when compared with the full-cell 
creosote and in addition the surface of the poles is clean and 
free from oily exudations. It is believed the process can be 
adapted to many conditions in our country and is well worthy 
of a more extended trial. While no tests which have been made 
are known by the author, it is probable that a treatment with 
mercuric chloride can be given poles in much the same manner 
as they are now treated by the Bouchertzing process, although 
the uniformity of the penetration might not be as good as when 
the poles are first air seasoned. 

Reenforcing Decayed Poles. — The expense of replacing de- 
cayed poles with new ones is considerable, as all the wires must 
be restrung, in addition to replacing the pole proper. For this 
reason, some companies have attempted to reenforce their de- 
cayed poles in an effort to prolong their life. Two methods 
have been rather extensively tried, viz., reenforced stubs and re- 
enforced jackets. The former consists in placing a stub buried 
in the ground next to the pole and bolting or wiring the pole to 
it. (See Plate XVI, Fig. B.) These stubs are often creosoted 
by the brush or full-cell method. They undoubtedly increase the 
strength of the decayed pole and some excellent results have been 
secured as a result of this treatment. 

An effective method consists in cutting all decayed wood 
from the pole for some distance below and above ground. The 
pole is then brush treated with a preservative like creosote, after 
which steel reenforcing rods are driven into it and the whole 
buried in concrete. This method is claimed to give very good 
results and add materially to the strength and life of the pole. 
No definite records on the added life thus secured are, however, 
known to the author, but an estimated life of 8 to 10 years is 
claimed. The coat of such a treatment is about S3.50 to $5 per 
pole. (See Plate XVI, Fig. C.) 

In some cases, after a pole has decayed, it is cut off at the 
ground line, the decayed butt removed, and the pole lowered 
in the same bole. This practice is common and feasible when 
the length of the pole is sufficient to stand this shortening. It 
is believed that better results would be secured if the sound por- 
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Fia. B. — Partially decayed pole reenforced with a creosoted stub. (Forest 
Service photo.) 
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tioa of the pole was ^vea two coats of hot creosote before it was 
lowered into the ground. Aa the ground about the hole ia in- 
fected with decay-producing fungi, the Me of a pole set in such soil 
will not be ae great as the life of a pole set in a freshly dug hole. 

Cost of Treatment.— The cost of treating poles varies through 
wide limits. It depends cbiefiy Ufwn (1) the process used, (2) 
the »ze of the pole, (3) the cost of the preservative, (4) the cost of 
labor, and (5) the number of poles treated per day. In order to 
have some general data, however. Table 19 ha^ been compiled, 
but in using it the reader is cautioned against drawing too sharp 
conclusions. Creosote is assumed to cost 1 cent per pound, 
labor $2 per day, the size of pole to be 30 feet, and the treatments 
given as already described. 



Tablk 19. — Ebtimatbd Cost 


OF TKBATiua Poles 


Kind of treatment 


tlveuHlpaipoh. 
(pound!) 


C«( per [»1« 






$0.00-M.20 
0.05- 0.16 
0.15-0.30 
1.00- 1.60 
1.70-2.26 






Open-tank butt treatment creosote 

Entire pole treated— (uU-oell oreoBote. . . . 


8* 
60> 

144" 



" — about 24 square (eet surface. 
' " about 6 oubio feet treated. 
• — about 18 cubic feet treated. 

A more detailed estimate of the cost of butt-treating poles, 
based on an open-tank plant having a daily capacity of 120 poles 
per day or 30,000 per year (250 working days), is as follows:' 

Labor P2r Day 

1 yard foreman S4.00 

1 plant engineer 4.00 

1 stationary engineer 4.00 

2 firemen, at $2. SO 6.00 

fi laborers, at $2 10.00 

Total $27.00 

lAbor charge per pole SO. 226 

Fuel per Day 

2tonBooal, at $4 SS.OO 

Fuel charge per pole 0.067 

'Bulletin 84, U. S. Forest Service. 
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Maintenance psr Year 

Depredation &nd repairs $500.00 

InMrest on investment in plant and preeerv&tivm 400.00 

Total »900.00 

Mainteoanoe chaise for pole SO. 030 

Seaaoning charge per pole (interest on investment) . 100 

Total treating charge, exclusive of preservative tO . 422 

The cost of treatment, exclusive of preservative, based on a 
liberal estimate for all charges, is thus seen to be $0,422 per pole. 
To this should be added the cost of the preservative, taxes on 
property, and, if the treating plant is not located at a central 
seaaoning or distributing yard, extra shipping charges. 

Economy of Treatment. — Treated poles have not been in use 
in this country for a sufficient period to furnish actual data on 
the length of time their life has been prolonged. In Germany, 
where fairly accurate information is at hand, the following results 
have been secured based on about 50 years experience : 

Untreated poles 7.7 years average lite 

Poles treated with oopper sulphate U. 7 years average life 

Poles treated with isinc obloride 11,9 yeara-average life 

Poles treated with merouric chloride 13.7 years average life 

Poles treated with oreoaot« 20 . 6 years average life 

The amount of creosote injected in each case, and the exact con- 
ditions under which the poles were set, are not known. We have 
records in this country, however, of longleaf pine poles treated 
by the full-cell creosote process and set in Virginia which are 
perfectly sound after 18 years' service. Accurate records on 
the durability of poles in the United States, so far as these are at 
present obtainable, are given in Fig. 31 and Fig 32, appendix. 
Using them and the cost of treatments given above, the econ- 
omy of treatment can be approximated as in Table 20.' 

It will be noted from the estimates given in the table that poles 
butt-treated with creosote by the open-tank method are the 
cheapest to maintain. In this connection, however, several 
factors should be kept clearly in mind. It lias been assumed in 
the table that the tops of the poles do not decay. While this 
condition is true for a lai^e part of our country, it must not be 
universally applied. If the top is subject to decay, the full-cell 
creosote process will undoubtedly be found to give lowest main- 

' The economy is much greater for large than for small poles. 
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tenanee charges, ajthough its initial cost of installation will re- 
main highest. Another very important point is the kind of wood 
used in the pole. Northern white cedar has been selected in the 
table because of ita uniform excellence and very extended use. 
If other varieties are employed the annual charges shown in 
the table will, of course, be materially changed. For example, 
a loblolly pine pole will last untreated about 4 years, whereas the 
northern white cedar is estimated at 14 years. When given a 
butt or full-cell treatment with creosote, the difference in the 
annual chaises between treated and untreated loblolly pine poles 
will be much greater than the differences between treated and 
untreated cedar poles, because of the natural durability of the 
latter. Consequently, poles possessing less natural durability 
will, when treated, show greater economy in treatment than polea 
possessing great natural durability. Furthermore, the lower 
price at which such poles can generally be secured will frequently 
make their use, when property treated, cheaper than the more 
naturally durable polea. The wide range through which these 
conditions vary frustrates any attempt to arrange them in a 
table that would be of practical value, hence no attempt to do so 
has been made. 



Method ol Tnstmcat 




Anounl 


1 I 


% 

7.00 
7.15 
7.25 
7.70 

7.60 

7.90 
8.36' 
9.50' 


Years 
14 
15 
18 
20 

22 

24 
30 
30 


I 

0.71 
0.69 
0,62 
0.62 

OSS 

0.59 
0.54 
0.62 




0.15 
0.25 
0.70 

o.ao 

0.90 
1.25 
2.29 






Butt treated linc chloride (open 
tank) 


Butt treated mercuric chloride 


Butt treated creoBote (open tank) 
Full-cell creoBole (pressure) 



Pole — northern white cedar, 
life — untreated = 14 years. 
Cost of pole — $4. 



Cost of plaoement — $3. 

Siie of pole = 30 feet. 
lotereat 5 peroent compounded a 
nuaUy. 



' Extra charge for increased weight due to treatment. 
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CROSS ARMS 

Selection of Species. — Two kinds of wood, Douglas fir &nd 
pine (mostly longleaf), furnish about 90 percent of the 3,500,000 
cross arms used aanually in the United States. Other varieties 
Buch as oak, cypress, spruce, juniper, cedar, chestnut, and locust 
are also used, but in scattering quantities. Due to the manner 
in which they ore placed, decay in cross arms is not nearly as 
serious as decay in poles. The problem of selectii^ material 
for cross arms is therefore largely confined to those species which 
occur in sufficient quantities in one locality and thus warrant the 
installation of the special machinery necessary to manufacture 
cross arms at low cost. Douglas fir and longleaf pine are the 
woods now most largely manufactured into lumber and occur 
in enormous stands over a wide area. The intrinsic properties 
desired in a cross arm are strength, freedom from warping and 
checking, a comparatively light weight, and resistance to decay. 
Even when the arms are to be treated, their ability to absorb the 
preservative is not of prime importance, as only small quantities 
of an efficient preservative are necessary in order to protect them 
from decay. For greatest strength at least weight, redwood is 
one of the best cross-arm materials used and it is sm-prising that 
more redwood arms are not in service. A distinction is made 
between arms cut from Douglas fir, the trade recognizing two 
distinct types known as "yellow" and "red" 'fir. The former 
is claimed to be the better arm and far more durable than the 
latter, cases being on record where such arms untreated were in 
service over 40 years without any signs of decay. It is probable, 
however, that this long service was due to the comparatively 
dry climate (Utah) in which these arms were used. 

The Manufacture of Cross Arms. — It is quite essential that 
the wood from which cross arms are made be of straight grain 
free from defects such as knota, spiral grain, checks, etc., which 
tend to decrease their strength. This is especially true for that 
portion ot the arm at and near the middle, aa failure is most 
likely to occur at this portion. 

It is also important to have the arm brought to exact dimen- 
sions and all holes bored before any preservative treatment is 
given. 

Methods of Seasoning. — On account of their comparatively 
small size and the ease with which they can be handled, cross 
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armB are generally air seasoned before they are shipped or treated. 
The usual precautions for the condition of the seasoning yard, as 
described in Chapter VIII, hold as well for cross arms. Many 
forms of piles have been tried but thoee which give beet satisfaction 
are open piles without roofs, in which the end arms in each tier 
are placed with their depth vertical white the arms in between 
are placed with their depth horizontal. (See Plate XVII, Fig, A.) 
This allows a free circulation of air and induces rapid drying. 

From a large number of measurements, the shrinkage in con- 
iferous cross arms from agrees to air-dry condition is of little or 
no practical significance. The same holds for any changes in the 
shape of the holes bored into the arms. In hardwood cross arms 
these changes are much greater. 

Cross arms season rapidly and reach an air-dry condition in 
about 1 month. In summer this rate may even be exceeded, 
while in winter or rainy weather longer periods are of course 
necessary. Some experiments were made by the U. S. Forest 
Service in air-seasoning loblolly pine arms, which, according to 
the amount of sapwood they contained, were divided in three 
charges, heartwood, sapwood, and intermediate. The manner 
in which these arms seasoned is shown in Table 21.^ 









W.i<ht 


Weight 
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W«(ht 
per 


Waisht 


Moi>- 

turo 
eontcnt 


Weight 


bic foot 


Moil- 


^ 


FoilDdB 


Pounds 

37.6 

37.3 

37,8 
37. 3 


PercBot 

33.4 
32.fi 

33.7 
32.3 


Pound. 


Pound* 

37.8 
3E.g 

3S.7 
3E.3 


Percent 


Pounds 


Poundj 


Percent 




34 
33 

3* 
33 




34 
32 

83 

32 




23 
27 

39 

24 




33 

33 
33 




3S 
36 
38 
38 




34 

30 

39 
38 




8 







120 

180 



Methods of Treatment and Their Selection. — As above stated, 
cross arms are not subject to severe attack by fungi, since they are 
surrounded on all sides by air and are raised a considerable dis- 
tance above ground. Decay is most likely to occur at the bolt 
and pin holes. It is quite essential, therefore, to have these prop- 
erly protected. If the arm is of a naturally durable wood such as 
white or red cedar, heart cypress, etc., no preservative treatment 

1 Ciroular ISl, U. B. Forest Service. 
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is necessary, as the arm will unquestionably last much longer than 
the pole. If, however, the wood is not ao durable, such as pine, 
fir, spruce, etc., a preservative treatment is desirable. 

If the preservative selected is a salt, such as zinc or mercuric 
chloride, objections can be raised in that it will tend to wash from 
the wood, it will attack the iron spikes or bolts, and it will tend 
to keep the arms more or less moist thus lowering the strength 
of the arms and decreasing their resistance to the leakage of 
electric current. 

On the other hand, if creosote is used, it will tend to volatilize 
quickly from the arms, or if large quantities are injected danger 
from drip may be encountered. Cases are on record where com- 
panies have been forced to replace their arms because of the dam- 
age done by such dripping. Arms heavily creosoted are, more- 
over, increased perceptibly in weight. 

Taking all these factors into consideration, it is believed that 
arms treated with about 5 to 6 pounds of creosote per cubic foot 
by an empty-cell process so that no drip will occur will give 
best results. In doing this, however, it is important to use a 
high^ade preservative, bo that loss from volatilization can be 
kept to a minimum. 

Dipping the arms in a tank of hot preservative such as coal- 
tar creosote or carbolineum for several minutes should also give 
good results. The oil will run into all checks and holes and, as 
wood is most easily treated in the direction of the grain (longi- 
tudinally), a good penetration will be secured at those points 
which require greatest protection. 

Kyanized arms are reported to have given excellent service. 
The process produces clean arms and adds practically no dead 
weight. 

Cost of Treatment. — ^The cost of treating cross arms is very 
variable. When large quantities are handled and apparatus is 
at hand for doing the work mechanically, the cost is kept at a 
minimum. It has been assumed in the estimates given in Table 
22 that these mechanical features have been provided. 

Table 22. — ^Af proximate Cost of Treating Cross Arms 



FuU-oell creosote 

Elmpty-oell creosote. . . 

Dipping creosote 

Dipping carbolineum. . 
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FiQ. A. — Cross s 



(Forest Service 



I. B. — CreoBoted cross arms jusi. leavmK 
Creosoting Co. (Forest Se 



just leavinR the treating cylinder, Norfolk 

I tVnrBBt Servii-o photO.) 



{FacitV PW 1^') 






Fia. C. — Fence posts properly piled for air Beaeoning. (Forest Service 
photo 



Fig. D. — Untreated lodgepole pine post set four yeara. Note decay at the 
ground. (Forest Service photo.) 
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Economy of Treatment — Only estimates based upon the opin- 
ions of operators and our knowledge of the decay of wood can be 
given in arriving at the probable economy resulting from the pre- 
servative treatment of arms. No authenticated records are 
known to the author of the service secured from treated arms in 
actual use. It is only reasonable to expect that climatic condi- 
tions will affect very materially the life of cross arms. For ex- 
ample, arms in the South where the air is often warm and moist 
will tend to decay much more rapidly than arms in dry or cold 
climates. In fact, it is doubtful whether the treatment of arms, 
other than a mere soaking in the preservative of the bolt and pin 
holes and the center portion in contact with the pole, under these 
latter conditions is at all feasible or necessary. As has been 
stated, cases are on record of yellow fir arms which in a com- 
paratively dry climate like Utah and Nevada lasted untreated 
for over 40 years without any signs of decay. Of course, such 
conditions cannot be expected for the greater part of our country, 
so that a treatment of some sort is generally advisable. 

The estimates given in Table 23 are very rough as no data 
could be found ^ving the lives of cross arms treated in the 
manner suggested. 



Table 23. — Estiuatbd Annual Saving Ddx to Treatment c 
Arus (Intebebt Coupodndbd at 6 Percent) 






Life untreated (years) 

Life treated by empty-cell prooees (yean) 

Life treated by dipping process ia creosote (years) 
Life treated by dipping process in carboUneum (years) 

Cost untreated in place (dollars) 

Cost treated by empty-cell process in (place) 

Cost treated by dipping process using creosote 

Cost treated by dipping process using carbolineum. ■ 

AnDual charges untreated 

Annual charges treated by empty-cell process 

Annual charges treated by dipping process (creosote) 
Annual charges treated by dipping process (carbolineum) 



ISO 

26.0 

20.0 

21.0 
1.50 
1.58 
1.56 
1.60 
0.160 
0.110 
0.126 
0.125 



18.0 

19.0 
1.50 
1.58 
1.56 
1.60 
0.190 
0.100 
0.130 
0.130 



)v Google 



CHAPTER X 

PROLONGING THE UFE OF FENCE POSTS FROM 
DECAY 

Selection of Species. — Where b-ees abound, fence posts are 
generally made from timber easiest to cut. For this reason 
practically all kinds of wood large enough to make a post are used 
and a list of them would comprise nearly all species which grow 
in our country. Where post timber is scarce, greater care ia 
taken in selecting the kinds of wood cut into posts, and in any 
event the durable species are almost invariably the best ones to 
use. Aside from the question of cost, which is always of first 
importance, the qualities demanded of a good post wood are 
durability, form, and ability to hold staples or nails. If the posts 
are to be given a preservative treatment, their ability to take 
treatment must also be considered. 

The durability of posts ia very variable even when cut from the 
same kind of wood, so that any estimates on durabihty must be 
judged with considerable latitude. Posts set in wet ground are 
more durable than posts set in soil alternating wet and dry. 
Posts cut from slow-grown trees are generally more durable than 
[Msts cut from rapid-grown trees. To these variations must be 
added the variations due to climatic conditions. 

The best formed posts come usually from the coniferous trees 
like cedar, pine, fir, etc., and fences set with them have the neat- 
est appearance. Crooked posts are more Uable to pull the 
staples, as the wires fastened to them are not in alignment. 

In general, the staple or nail-holding poww of a post varies 
with its dry weight. That is, posts cut from heavy woods like 
locust, oak, etc., will hold staples better than posts cut from light 
woods like pine and cedar. 

If the posts are to be set untreated, the more heartwood they 

contain the better. Consequently, split posts are generally 

more durable than round posts. If, however, a preservative 

treatment is to be given, round posts are preferable, as the sap- 
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wood can be more easily impregnated than the heartwood and 
a continuous layer of preserved wood will then extend continu- 
ally around the poet. 

Method and Time of Catting Posts. — As juet mentioned, 
split posts containing mostly heartwood are preferable to round 
poets if they are to be set untreated. So far as possible, the ends of 
the posts should be cut with an axe or fine saw, especially if the 
posts are of soft wood. A smooth cut enables rain water to run 
off more freely and is less liable to cause top decay. A slight 
bevel to the top of the post is also desirable and should be given. 
If, however, the post« are subject to "frost heave," that is, 
thrown out of alignment by frost, the bottoms should be pointed 
so they can be reset upright in the spring and driven into the 
ground with a mallet. With such posts, too great a bevel to 
the top should be avoided. 

It is generally conceded that the beat time of the year to cut 
posts is in winter or late fall, as they are at such seasons lees 
subject to immediate attack by fungi. Furthermore, sprouts from 
winter-cut stumps are far more vigorous than sprouts from stumps 
cut in spring or summer. In fact, the sprouting capacity of a 
stump may sometimes be killed by summer cutting. 

In all cases, whether treated or untreated, posts should be 
peeled, as the bark offers practically no protection and generally 
does a positive harm. All bark should be thoroughly removed 
from that portion of the post to be treated with the preservative 
so that the preservative can have an opportunity to penetrate 
uniformly into the wood. 

Method of Seasoning, — Whether or not it pays to season posts 
which are to be set untreated is still an open question. It 
appears, however, that the seasoning adds but little to the life 
of the posts and if it entails much delay or expense is not 
warranted. 

Of course, where a preservative treatment is to be given, 
seasoning is as a rule highly advisable, as better penetrations are 
secured and the protective coating is less subject to injury due to 
subsequent checking. A simple and effective means of season^ 
ing poets is to pile them in horizontal layers, allowing sufficient 
space between each post so that air can circulate about them. 
(See Plate XVII, Fig, C.) If the posts are liable to check seriously, 
as in the case of the gums and oaks, it is best to pile them 
closer t<^ether and in a shady place. One or two months are 



)v Google 



174 THE PRESERVATION OF STRUCTURAL TIMBER 

generally required to produce an air-dry condition but in wann 
weather two weeks may be sufficient. 

Methods of Treatment and Their Selection. — Fanners are the 
largest consumers of posts, and most of them make their own posts. 
The chief requirement for a preservative treatment is, therefore, 
that it shall be one which the fanner can give himself. In some 
locahties where the poets are bought, a rather elaborate treat- 
ment can be given and the posts sold in a treated condition. For 
the most part, however, the most practical methods are those 
which are simple of execution. The ones most commonly used 
are described below. 

Setting Posts in Stones. — If stones are abundant, thiamethod is 
better than setting the posts directly into the soil. If the stones 
must be hauled long distances, the method will not pay, as it 
does not materially increase the life of the posts. Its chief ad- 
vantage lies in that it keeps weeds and vegetation away from 
the base of the post, thus prolonging its life and protecting the 
post from ground fires. 

Setting Posts Upside Down. — This is done on the theory that 
rain-water will run out of the post more readily in this position 
than when set large end down. There is no evidence whatever 
to substantiate this and were it not for the widespread belief 
in this method it would not even be commented upon here. 
An obvious objection to this method is that it places the small 
end of the post in the ground and hence gives a weaker post 
than if set the other way, since greater strength and resistance 
are required in the butt than in the top. 

Charring the Butt. — Charring at best is a poor method of 
treatment, since its effect is but slight. If the posts are charred 
they should first be air seasoned thoroughly and charred from the 
butt to about 6 Inches above the ground fine. The charr should 
not extend more than 1/4 inch into the post. While this treat- 
ment will tend to increase the durability of the post, it also 
weakens it at the very point where it needs greatest strength. 
However, if the charring can be done at slight expense, it will 
more than pay for itself through added durability. 

Dipping in Crude Oil and Charring. — If the butt ends of the 
posts are dipped for a few minutes in crude oil and then charred 
better results than simple charring are obtained. (See Plate 
XVIII, Fig. A.) This method is, however, also subject to crita- 
ciam in that it weakens the posts at the butt. It seems that 
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burning the posts after their oil treatment tends to drive some of 
the hot oil into the wood. Some experiments made along thia 
line by the Wyoming Experiment Station showed pitch-pine 
posts to be sound after 16 years of service. It should be stated, 
however, that these posts set untreated under similar con- 
ditions would last at least 12 years, so that the efficacy of the 
treatment is not pronounced. 

Diagonal Holes Filled with Preservative. — This method of 
treatment consists in boring 2 or 3 holes about 1/2 inch in 
diameter and 3 inches deep diagonally downward into the post 
near the ground line, and pouring a preservative such as a solu- 
tion of copper sulphate, mercuric chloride, kerosene, etc., into the 
hole, after which it is plugged. When the preservative escapes 
from the cavity, the plug is removed and more inserted. This 
treatment is not recommended, first because it weakens the post, 
second because the preservative does not diffuse evenly through 
the post as claimed, and third because the results secured are not 
sufficient to pay for the trouble and expense of the treatment. 

Brush Treatments. — If posts are first air seasoned and then 
given two coats of a good preservative like coal-tar creosote or 
earbolineum in the manner described in Chapter V, their natural 
life can be increased from 3 to 6 years. The entire butt of the 
post should be treated to a distfince about 1 foot above the 
ground line. The preservative had best be apphed hot and worked 
into the cracks as completely as possible. Brush treatments 
when properly applied will more than pay for themselves but are 
not as efficient as can be given. In the case of posts that decay 
at the top, such as maple, gum, etc., it is well also to brush-treat 
the top. 

Dipping Treatments. — These are more effective than brush 
treatments, as the preservative is sure to run into all checks. 
As posts can be easily handled, this method is recommended, par- 
ticularly where only a few posts are to be treated. Creosote or 
a similar preservative is the best obtainable for dipping treat- 
ments. All that is necessary is to have the preservative hot 
(about 150°-180° F.) and dip the butt ends of the post in a tank 
or barrel containing the oil for about 1/4 minute, after which they 
can be removed. The post should be submerged to a depth of 
about 1 foot above the ground line. One dipping will give good 
results. Better absorptions and penetrations will be secured, 
however, if the post is dipped twice, a sufficient time elapsing 
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between treatments to allow the first to dry. Tar is not recom- 
mended for either brusli or dipping treatments. 

Impregnation Treatments. — Treatments of tliis kind are the 
beat known, although the most troublesome and expensive to 
make. If the preservative selected is a salt like zinc or mercuric 
chloride or copper sulphate, all that is necessary is to stand the 
air-seasoned poets in a tank or vessel containing a solution of the 
preservative. For zinc chloride a 6 percent solution is recom- 
mended, while for copper sulphate 1.5 percent and for mercuric 
chloride 0.9 percent is sufficient. If the latter salt is used great 
care should be taken in handling it and keeping it away from ani- 
mals because of its very poisonous nature. With copper and 
mercury solutions, wooden or stone vessels or tanks should be 
used, as they will attack iron. The posts should remain standing 
in the preservative for about 1 week. 

Better results can be secured with coal-tar creosote, but to get 
most effective treatments the oil should be heated as described 
in Chapter V. If but one tank is used, the oil and posts can be 
heated and then allowed to cool in it. This cuts down the num- 
ber of posts that can be treated per day and is called a "single- 
tank treatment." If two tanks are used, one for hot oil and one 
for cool oil, quicker results are secured. Such treatments are 
known as "double-tank treatments." The U. S. Forest Service 
has made a large number of tests in treating posts by these meth- 
ods and has obtained some very satisfactory results. These are 
shown in Table 24. 

The treating tanks necessary to treat posts in this manner 
and the method of operating them are described in Chapter V 
{open-tank process). 

While no testa that have been made are known to the author, 
it is believed that if the posts are boiled in crude oil or any cheap 
oil for 2 or 3 hours and then quickly plunged into a tank 
containing a solution of zinc chloride, copper sulphate, or mer- 
curic chloride at atmospheric temperature, as described above, 
and left standing in this solution for 3 or 4 hours, very 
good results will be secured and at a lower cost than if only coal- 
tar creosote were used. It is quite likely that green posts can 
be treated in this manner and good penetrations obtained, but 
in such cases the length of the boilii^ period will probably have 
to be increased somewhat. In no case should the posts be heated 
above 275° F. 
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Pitch Streaks. — It is well known that pine posts which contain 
large amounts of reain are more durable than pine poste which are 
not resinous. This fact is taken advantage of in certain portions 
of the South by peeling all of the bark off a small tree to a height 
of 7 or 8 feet except for a strip about 2 inches wide, which is 
sufficient to keep the tree alive for several years. The tree 
thus injured covers its wound with resin, which frequently 
penetrates into the wood for a half inch or more and thus 
forms pitchy wood. In two or more years the tree is felled and 
the post cut from it. This method is not recommended, as it 
is very destructive to timber and wasteful, and the posts are 

'Fumera' Bulletin 387, U. S. Department of Agriculture. 



)v Google 



178 THE PRESERVATION OF STRUCTURAL TIMBER 

very liable to catch od fire, if ground fires are common, because 
of the pitchiness of the wood. 

Cost of Treatment. — Costs of treatment will be estimated 
only for brush, dipping, and impregnation treatments, as the 
other treatments described cost practically nothing except for 
labor, which is generally supplied by the farmer himself at odd 
times. If labor is included, the cost of the treatments will, of 
course, depend upon the number of posts which can be treated 
per day and the value the farmer puts upon his labor. In the 
following calculations it is assumed that the app>aratus used is 
such as is described in Chapter V and that the price paid for the 
chemicals is av^age for small quantities, viz., creosote 2 cents 
per pound, zinc chloride 5 cents per pound, copper sulphate 
6 cents per pound, and mercuric chloride 70 cents per pound; 
these being used in the manner specified above. The total cost 
of treatments per post (6-inch top 7 feet long) will then be 
about as estimated in Table 25. 

Table 26. — Ebtiuated Cost or Treating Fiincii Posts (Butt Onlt) 





ToUl coat per 
p«t (oeBW) 




3-7 
12-20 




Impregnated with zino chloride, copper sulphate or 





If the entire post ie treated the above costs will be about doubled. 

Economy of Treatment. — As the preservative treatment of 
fence posts cut from durable wood is unnecessary, it will be 
assumed that only posts having a comparatively short natural 
life will be given a treatment. In order to approximate the value 
of the treatments, therefore, we will take as an example posts 
cut from such woods as red oak, maple, pine, etc., which decay 
in about 5 years and which are worth about 5 cents each. The 
cost of setting the posts will be estimated at 12 cents each. With 
these assumptions and figuring interest compounded at 6 percent, 
the annual coat of posts treated by the various methods will be 
as shown in Table 26. 

It will be noted that, if the values given in the taole are approxi- 
mately correct, the economy resulting from the treatment of 
posts is not great. The selection of woods to be cut into posts 
is perhaps of as great or even greater importance. For this 



)v Google 



PROLOmiNO THE LIFE OP FENCE POSTS 



Tabui 26. — EsTiuAixD Anhuai. CsA&atB o 
Tbbated Only) 



' Theatzd Pobto (Butt 



MBthod oftreatramt 


port 
(yun) 


C«tofpo« 
ntio position 

(»nhi> 


(«IlU) 




6 
9 
11 

12 
21 


17 
22 
23 

22 
33 


4.0 
3.2 
2.S 

2.6 
2.8 






sulphate, or mercuric chloride. 


copper 


t» 



reason, Table 27 is givea to show what can be expected from 
posts cut from a variety of woods. Fortunately, some reliable 
data from actual experience is available on the life of untreated 
posts, this data being compiled from painstaking inquiries and 
researches by Mr, J. J. Crumley of the Ohio Agricultural Ex- 
periment Station and published by him as Bulletin No. 219 of 
that station. He examined 292 fences containing 30,160 posts 
in Ohio, Indiana, Illinois, Kansas, and Texas. The results are 
shown in Table 27. 

Table 27. — ^Lira of Fencb Pobts Set Unpbotkctbd 



OsBge or&nge 

Locust (black) 

Red cedar 

Mulberry 

White cedar 

Catalpa 

Chestnut 

Oak (mostly white).. 
Black aah 



2fi.4 
33.2 
23.8 
18.4 
17.5 
12.3 
11.8 



61.8 
71,8 
66.2 
64.2 



It can be seen at a glance that posts cut from such durable 
woods as osage orange, black locust, red cedar, etc., will far out- 
last nondurable posts treated by the best methods known and 
will be far cheaper to use even if they coat considerably more. 

The following interestii^ facts on the life of untreated fence 
posts are brought out by Mr. Crumley's investigation: 

1. "A large post usually lasts longer than a small one of the 
same wood. 

2. There is no difference which end is put in the ground, except 
that the sounder or larger end should have the preference. 
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3. In stiff clay aoii, the posts rot principally just beneath the 
top of the ground, and in a porous, sandy, or gravelly soil they 
usually rot from the top of the soil all the way down. 

4. In soil that is full of water all the time, posts will last 
longer. 

5. Timber that grows rapidly and in the open b not as good as 
the same variety that grows in the woods. 

6. There is some evidence that it is not a good time to cut posts 
just as the tree begins to grow in early spring. 

7. The wood at the center of the tree is not as good as that just 
inside the sapwood. This characteristic is very common with 
nearly all the varieties of timber examined, especially so with the 
locust, white cedar, hardy catalpa, and the oaks." 
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CHAPTER XI 

PROLONGING THE LIFE OF PILING AND BOATS FROM 
DECAY AND MARINE BORERS 

To satisfactorily treat piling and timber placed in salt vater 
where marine borers abound is exceedingly difficult of accomplish- 
ment and the problem is quite different from that of protecting 
timber from decay. As has been pointed out in Chapter II, 
it matters little what the wood is, for the borers will rapidly 
perforate it. The hardest woods like oak and eucalyptus are at- 
tacked by them. The most resistant wood known against these 
attacks is the greenheart, but even this will eventually succumb. 

Of course piling driven in fresh water or in the ground is not 
subject to the attack of marine borers. If such piling is kept 
continuously submerged or buried, no preservative treatment is 
necessary, as it will last indefinitely. If, however, parte of it 
project into the air, decay will take place and some preservative 
treatment is advisable. The methods described under the 
treatment for poles may be considered in this connection, except 
of course if the piling is in water or wet soil soluble salts should 
not be used. 

Selection of Species. — A good pile timber should be straight, 
strong, susceptible to treatment, and of moderate cost. Any 
wood which has these properties can be used to advantage. 
These requirements are admirably filled by our common southern 
pines, the loblolly, shortleaf, longleaf, and Cuban. On the 
Pacific Coast, western yellow pine and Douglas fir are available, 
although the latter is objectionable on account of its resistance 
to treatment by present known processes. Strange to say, two 
woods which diSer greatly in their mechanical properties are used 
untreated for piling with apparent good results. These are the 
palmetto, which is comparatively weak and "spongy," and 
greenheart, which is exceedingly strong and dense. The re- 
sistance of the palmetto is supposed to be due to its porous nature 
and the natural adversion of the teredo to crossing vacant spaces. 
The greenheart apparently has some pecuUarity not at present 
understood which is unattractive to the marine borers. 
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If the piling is to be used id waters where attack by marine 
borers is known to be very rapid, only those woods which have 
a wide sapwood (about 2 inches in width) should be used, as more 
preservative can be forced into them and better results thus 
secured. Where attack is less severe, it seems that piling with 
sapwood about 1 inch wide is preferable, as this tends to con- 
centrate the oil in the outer portion to a greater extent than when 
the sapwood is wide. In either case it appears that a con- 
centration (heavy injection) of oil is better than diffusing the 
eame amount of oil more deeply through the wood — a condition 
quite the reverse of the protection against fungi. 

The Manufacture of Piling. — In making piling which Is to be 
treated there are two essentials which should be strictly adhered 
to. First, is a complete removal of all bark from that portion 
of the pile which will project above the mud line. Bark is very 
resistant to penetration and if thin strips of it are left adhering 
to the wood the penetration under such strips may be very slight 
or none at all; consequently, no matter how well the rest of the 
pile may be treated, attack will begin at these points and extend 
rapidly to the interior. Many failures have occurred because 
this simple rule was violated. (See Plate XVIII, Fig. B.) 

The second precaution is to keep the sapwood continuous 
and not cut into it so as to expose the heartwood at any point 
which can be reached by the marine borers. Heartwood does not 
take treatment as well as sapwood, and is always more subject 
to attack no matter how well the treatment is given. As that 
portion of the pile which is driven below the mud line is not 
subject to attack either by decay or marine borers, and hence 
will last indefinitely, it is believed that much economy in the 
treatment of piling could be effected by leaving the inner bark 
adhering to this portion of the pile. In this way, much less 
oil would be consumed without in any way affecting the life of 
the pile. 

Methods of Seasoning. — If the piling can be air seasoned with- 
out decay, the method followed is the same as that given for air- 
seasoning poles. Unfortunately, it often happens that this can 
not be done, particularly in the South where the air is warm and 
damp and decay is liable to occur before the pile becomes dry. 
8ome plants store their piling in water prior to treatment or leave 
them on the ground. Both these methods may become ob- 
jectionable in that they may cause marked differences in the 
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Pl^TB XVIII 



Pio. A. — Pence poets dipped in crude oil and then charred. Note good 
condition aSlet 12 years' service. (Photo courtesy of the Wyoming Exp. 

Station.) 
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Plate XVIII 



Fig. C. — File sheathed with line entirely destroyed fay marine borers, 
Penaacola, Fla. <Forest Service photo.) 



Fia. D. — Piling protected with cement casiiMS from attack by marine 
borers, Pensacola, Fla. (Forest Service photo.) 



)v Google 



PROLONGING THE LIFE OF PILING AND BOATS 183 

water content c^ the pile, which in turn is liable to result in 
unequal penetrations. 

When air seasoning is impossible, live steam or oil seasoning 
can be used. The methods of doing this have been given in 
Chapter IV. Care should be taken not to use temperatures 
above 275° F., as injury to the timber is liable to occur. The 
length of time the wood should be steamed or boiled varies con- 
siderably, depending upon the size aud "greenness" of the 
wood and theamountof preservativetobeinjected. In general, 
it is between 6 and IS hours, although longer periods are some- 
times used. 

Methods of Treatment and Their Selection. — Many methods 
for treating piling have been tried but only a few have been found 
meritorious. Only those which have been most commonly 
practised are described. 

Bark Left on the Piles. — ^Bark resists the attacks of the marine 
wood borers, but will adhere only a short time, after which it 
loosens and falls off. If the piles are to be driven untreated, 
however, the bark should be left on, except for the portion pro- 
jecting above high-water level. 

Plank Coating.— Strips of wood nailed tightly together around 
the pile will ward off attack for a short period, but their value is 
only temporary. 

Nail Coating. — Flat-headed nails resembling upholsterers 
tacks driven into the pile close together will prolong the life 
of the pile. It seems that the iron rust formed by the nails is 
avoided by some of the marine borers, especially the limnoria. 
The method is, however, expensive and awkward and not 
recommended. 

Metal Coating. — Sheets of zinc or copper nailed around the 
pile at those points subject to borer attacks will effectively pro- 
tect the pile as long as they last. (See Plate XVIII, Fig. C.) 
Care should be taken, however, to make all joints tight. The 
coating will corrode in time and is liable to puncture by floating 
dSbris, but this method of treatment is efficacious. 

Bnilap Coatings. — These are made by coating the pile where it 
is subject to attack with various mixtures such as coal-tar, pitch, 
asphaltum, sand, etc., and wrapping the whole in several layers of 
burlap. Very good results have been secured from treatment 
of this kind. 
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Cement Casings.' — These are made in two wajrs, (1) with 
no space between the casiDg and the pile, and (2) with an inter- 
vening space of from 2 to 4 inches. 

The first are manufactured as follows: The bark and knots are 
removed and the pile driven. A jacket of iron, wood, or sewer 
pipe is placed around it, and the space between jacket and pile, 
which is from 2 to 4 inches wide, is filled with hydraulic cement. 
(See Plate XVHI, Fig. D.) When this becomes hard, the 
jacket is removed. Some jackets are so made that they can be 
applied to the pile without disturbing the superstructure of the 
wharf, thus making repairs to broken casings easy. 

The second class is composed of cement pipes divided longitu- 
dinally into two halves, which, when placed together around 
the pile, are joined by a scarf joint keyed with a wooden plug 
soaked in hot tar. The intervening space between pile and casing 
is filled with sand. The chief advantage of this kind of casing 
is the fact that broken sections can easily be replaced without 
removing the superstructure of the wharf. Theee treatments 
are very efficient. 

Electrolysis. — A canvas bag or curtain is placed around the 
pile driven in position and an electric current passed through the 
pile and the surrounding water. This liberates chlorine gas in 
the salt water and kills the borers in the pile. ' It is necessary, 
of course, to apply this treatment from time to time, since it 
simply kills the borers present in the wood. The treatment is 
expensive, but performs a peculiar function in being able to pro- 
tect piles already set in position and undergoing attack. 

Impregnation with Coal-tar Creosote. — For general work, 
treatments with coal-tar creosote, by either the Bethell or 
Boiling process (see Chapter V for details of treatment), have 
given most effective results. It is necessary, however, to inject 
large quantities of the oil into the wood (18 to 24 pounds per cubic 
foot) if the piles are subject to severe attack. This greatly 
increases the coat of the treatment. However, piles properly 
treated in this manner have been known to last for 30 years, 
while untreated piles set in similar waters are completely de- 
stroyed in 5 years. While this method of treatment is the best 
known, it leaves much to be desired. It is, aa has just been 
stated, very costly. Furthermore, several cases have been called 
to the author's attention where the piling so treated has not 

> Circular 128, U. S. Forest Servioe. 
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withatood attack, especially of the Unmoria and xylotrya, and 
failed in less than 8 years after it was driven. There is a 
distinct need for a good preservative which can be used in 
treating piling set in waters badly infected with marine borers. 
(See PUte XIX, Figs. A and B.) 

It seems that a more economical method of treatment than 
is now practised could be devised. As has already been pointed 
out, that portion of the pile driven below mud line needs no pro- 
tection, yet in present methods it receives even more oil than 
the rest. Furthermore, the portion of the pile above high-water 
mark does not require as heavy injection as that portion in the 
water. If a plant could be constructed which could be tilted 
vertically after the piles are run into it, and only a portion of 
the pile impregnated, it is beUeved much expense could be saved. 
Such a plant would also be admirable for butt-treating poles 
under pressure. 

The selection of the process to be used in treating piles largely de- 
pends upon local conditions. If the waters are comparatively free 
from borers, such as in our more northern harbors on the Atlantic 
Coast, or if the waters are brackish, a comparatively light treat- 
ment with creosote (10 to 14 pounds per cubic foot) is sufficient. 
If, however, the borers abound as at Gulfport, Miss., and San 
Francisco, Cal., the heaviest impregnations should be used. 
Where the piling can be protected from floating debris, easily 
of cement or metal as described above are also efTective. These 
can also be placed over pihng already driven into position if it is 
found attack b taking place. Treatments with burlap, soaked 
as already described, give good results even in waters badly 
infected. So far as is at present known, heavy impregnations 
with coal-tar creosote are, when all things are considered, the 
most effective that can be given, and they are recommended for 
all places where attack is severe. 

Cost of Treating Piling. — The total cost of treating piling by 
the standard full-cell creosote process including the removal of 
the strips of inner bark or "skin" left after the piles have been 

Tabls 28. — Estimated Cost or TRBATiNa Piunq with 
Creosotb 

Item Per oubio fo ot ( etnUl 

Coat of peeling tad handling at plant 1.0-2.6 

Cost of preservative 16.5 

Cost of treatment 3.5-6.0 

Total port of treatment 21.0-26.0 



)v Google 



186 THE PRESERVATION OF STRUCTURAL TIMBER 

roughly peeled in the woods ia given in Table 28, where oil ia 
figured at 9 cents a gallon of 8.75 pounda, the piles are steam- 
seasoned, and 16 pounds of oil per cubic foot are injected. 

Economy in Treating Piling. — The cost of treating and driving 
piling as well as the life secured from it are all so variable that 
general figures are of value only as an illustration. In prepar- 
ing the general estimates given in Table 29, two conditions 
are illustrated, case (A) where piling is driven in salt water 
where attack by marine borers is light, and case (B) where 
attack is severe. In the former it is assumed that a treatment 
of 16 pounds of creosote per cubic foot is given, while in the latter 
22 pounds are injected. The cost of driving the piling includii^ 
the superstructure bolted to them is taken as $6 per pile, and all 
piles are assumed to be 40 feet in length and to contain about 
25 cubic feet each. Variations of at least 100 percent in the 
estimated annual savings either way can be expected because 
of the extremely varying conditions under which piling is used. 

Table 29. — Esxiuate[> Economy in Treaxino Piuno' 



Life of untreated piling — years 

Life of treated piling — years 

GoBt of untreated piling — driven in plaoe 
Cost of treated piling — driven in place . . 

Annual charge — untreated piling 

Annual charge — treated piling 

Annual Baving^treated over untreated. . 



26 

$8.50 
8U.75 
SI. 32 
SI -03 
S0.29 



18 

S8.50 
$16.60 
$3.12 
$1.40 
$1.72 



The Preservative Treatment of Wooden Boats. — If wooden 
boats are used in salt water which contains marine borers, they 
are very subject to attack and unless properly protected their 
bottoms may be entirely destroyed in a year or less. For light 
boats which can be readily hauled out of the water, repeated 
coatings with copper paint will prove effective. Heavier boats 
should be protected with sheet copper nailed securely to the 
bottom. Barges and similar craft should have their bottoms 
built of lumber heavily creosoted, 12 or more pounds per cubic 
foot being injected. Even under these conditions, attack ia very 
liable to occur. If fresh-water moorings are accessible the borers 
in the boats can be killed by anchoring the boats for a few days 
in fresh water. 

' Inta«st oompounded annually at 5 peroent. . > 
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Fia, A. — Sections of loi^Ieaf pine piles after 21 months' enposure to the 
attack of marine borers at Gultport, Miss. Section to the right, untreated; 
section to the left, impr^nated with a crude oil. (Forest Service photo), 

(focintf poffg ISA.) 
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Fio. B. — Untreated pine piles completely destroyed liy marine wood borers, 
Santa Koea Island, Fla. (Forest Service photo.) 
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Wood in boats not subject to attack by borers is often quickly 
decayed, as the moist conditions of the air in them is very 
favorable to the growth of fungi. It is a very good plan to brush- 
treat with creosote or carboliDeum all such joints subject to 
decay. The author has had considerable experience in protectii^ 
small fresh-water boats in this manner and has entirely eliminated 
decay. Of course, the portions so treated cannot be painted, 
as paint will not adhere to the creosoted wood. In barges and 
boats where artistic efiEects are not essential, all lumber subject 
to decay can be profitably creosoted by one of the empty-cell 
methods. This will protect the wood from rotting without 
increasing its weight very materially. 

Although no cases are known of where it has been tried, it is 
believed that the life of small pleasure boats subject to decay 
can be materially prolonged if they are filled in the spring with a 
3 percent solution of copper sulphate or a 1 percent solution of 
mercuric chloride and allowed to soak in this solution for several 
days before they are run into the water. These solutions should 
soak into the joints and permeate the partially decayed wood, 
thus killing whatever fungi might be present. 
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CHAPTER XII 
PROLONGING THE LIFE OF MINE TIMBERS 

On account of the warm damp sir which exists in many mines, 
timber placed in them is very subject to attack by decay and in- 
sects. As the methods which will eliminate decay will also elimi- 
nate insects, no differentiation in treatment is specified. It ia 
very common for mine timbers, a foot or more in thickness, to 
become completely decayed in less than 2 years if set untreated. 
The expense of resetting theae timbers is great, and, furthermore, 
such replacements generally interfere with the working of the 
mine. This is psjticularly true in coal and iron mines. 'In 
many mines the walls are of solid rock so that little timber is neces- 
sary, and even this is often not subject to rapid decay. Also, in 
temporary workings, where the props are either left etandiog or 
"pulled" after the coal or ore has been removed, a preservative 
treatment is unnecessary. But for permanent shafts and 
gangways it is highly advisable to so treat the timbers that 
greatest life can be secured from them and thus the working of 
the mine will be least interfered with. Several mine com- 
panies in the United States are using treated timber and have 
secured excellent results. As the workings are attended deeper 
and deeper, the need for a preservative treatment is found 
to become more acute. 

Selection of Species. — It is the practice at most mines to use 
any kind of wood which ia available and is large enough for the 
purpose desired. Preference is, of course, given to those varieties 
which are most durable. This freedom in the selection of 
species must be considered bad practice on the part of the mine 
operator, for aside from the large expense and trouble to which 
he is put in replacing the decayed timber, he is filling his mines 
with the mycelia of the destructive fungi. Sanitation of timber 
in such conditions is advisable if contamination is to be pre- 
vented, just as it is among human beings where some are 
affected with a contagious disease. 

Strength, form, and durabiUty are the inherent properties 
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required of a good mine timber, but if a preservative treatmeat is 
to be given, adaptability to treatment can be substituted for 
natural durability. As mine timbers, except for shafting and 
" long walla," are generally short, they are not so difficult to fur- 
nish as timber for poles and piles, and consequently the mine 
operator has a wider choice uf specieB at his command. If the 
timbers are to be set untreated, durable woods should be 
selected for the permanent workings, such as osage orange, 
black locust, white oaks, chestnut; or if strength is not so 
important, the cedars, cypress, etc. The more heartwood they 
have the longer will be the life secured, 

When treated, the red oak, maple, birch, beech, the hard 
pines, fir, elm, etc., are good woods where great strength is 
required, and for workings requiring less strength most any wood 
bavii^ an inch or more of sapwood can be used to advantage. 

The Manufacture of Mine Timbers.— In permanent workings, 
whether the timbers axe to be set treated or untreated, they 
should be peeled before tfaey are placed in the mine. This in 
itself will increase their durability and destroy the breeding places 
for many wood-destroying insects. To peel timber in the woods 
or at the shipping point effects a saving in freight and in the cost 
of handling. The weight of the bark usually amounts to from 
6 to IS percent of the original green weight. If the timbers are 
to be treated, they should be framed to exact dimensions so that 
no cutting into the treated surface will be necessary. Unless 
there is some good reason to the contrary, all timbers intended 
for treatment should be left round. Slabbing them only exposes 
the heartwood and hence decreases the e£Fectiveness of the 
treatment. 

Methods oi Seasoning. — When mine timbers are set untreated 
there is littleor no advantage gained in seasoning them before plac- 
ing them in the mine. If they are to be treated, however, season- 
ing is advisable, as it enables better results to be secured. Air 
seasoning is recommended, unless for some local reason it can- 
not be practised. Props and other round timbers can be piled 
on skids in the same manner as poles (see Chapter IX). Mine 
ties can be piled like railroad ties (see Chapter VIII), Lumber 
and sawed stock should be piled with liberal air courses be- 
tween the planks, and with as small an area aa possible in contact. 
The rules as given in Chapter IV for the selection and care of the 
seasoning yard should be followed. 
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The length of time necessary to air season the timbers of course 
varies considerably (see Chapter IV). In general, 1 or 2 
months are sufficient. Fig. 23 shows the rate at which loblolly 
pine and red oak props and ties air-seasoned in Pennsylvania and 
Alabama. Whenever possible, timber should be seasoned before 
shipment, as a considerable saving in freight will result. If it is 
not practicable to air season the timber, it can be seasoned in 
steam or oil as described in Chapter IV. The length of time nec- 
essary to do this will, of course, vary with each kind and form of 
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Fia. 23. — Percentage of green weight lost by seasoning mine timben.' 
timber and with the character of treatment desired, so that each 
plant will have to work out its own best operative conditions. 
The instructions already given in Chapters IV and V should be 
consulted for helpful suggestions. 

METHODS OF TREATHBHT AND THEIR SELECTION 
Mine Ties. — The methods of treatii^ mine ties do not differ in 
any essential way from the treatment of cross-ties described 
in Chapter VIII. If the mines are dry, treatments with zino 
chloride or ar^ empty-cell treatment with creosote will prove 
very satisfactory. On the other hand, if the ties are liable 
to be wet or alternately dry and wet, heavier injections of 
> From Bulletin 107, United States Forest Servioe. 
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creosote are best. Ties constantly in water need no treatment 
whatever. 

Mine Props. — Under this heading are included props, legs, 
collars, and caps. The cheapest treatment couaists in brush- 
treating these with coal-tar creosote, and if the preservative is 
applied to the ends and joints as well as the sides, several years 
increase in life will be secured, so that the cost of the opera- 
tion will more than pay for itself. Such treatments should, 
of course, be applied to the timbers before they are placed 
in the mine. If dipped, better results will be secured than 
by brush-treating, as all checks will be coated with the pre- 
servative. 

Impr^nation treatments have given by far the most satis* 
factory results. Three processes are recommended, the Burnett, 
the empty-cell and the full-oell creosote. If decay is not un- 
usually severe and if the timbers are liable to be broken by crush 
or "squeeze," the Burnett process is recommended. Excellent 
results can be secured from it. If the timbers are set in mines 
where there is much moisture and where decay is very rapid, 
treatments with creosote should be used, the empty-cell method 
being employed for porous woods containing much sapwood, as 
loblolly and shortleaf pines, etc., and the full-cell process where 
the timbers are refractory and the percentage of sapwood small, 
as in Douglas fir, hemlock, and hewed timbers generally. One- 
half pound of zinc chloride per cubic foot is sufficient for the Bur- 
nett-treated timbers. Six to 12 pounds per cubic foot is sufficiently 
heavy for the creosoted timbers. All these timbers can be handled 
in precisely the same manner as in treating ties. 

The practice of sawing off treated mine timbers in order to 
make them fit is bad. It can often be avoided by using com- 
paratively short timbers and wedging them into place by means of 
creosoted wedges or caps. In this manner much valuable timber 
can be saved and decay greatly retarded. 

Square Sets. — If these are made of round timbers they can be 
handled in the same manner as props. If the timbers are sawed 
or hewn and are not susceptible to treatment, the full-cell creosote 
treatment is recommended. Care should be taken to see that 
the ends especially are well protected, and if for any reason 
it is necessary to retrim these timbers after they have been 
treated, such places should be brushed over with one or more 
coats of creosote. 
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Lagging. — It seldom pays to treat laggmg, but if the lag^ng is 
made of sawed lumber, a treatment with zinc chloride can 
profitably be given. The chief advantage in treating lagging 
rests in retarding the spread of the wood-destroying fungi. 

The Treatment of M^e Timbers in Relation to Fire. — This is a 
very important matter, as nothing should be placed in the mines 
which will increase the fire hazard. All timbers treated with 
zinc chloride will be more fire resistant than untreated timbers. 
Furthermore, this salt tends to keep the timbers moist, and 
hence under pressure they will act more like green timber, viz., 
bend considerably before they break. Much importance is 
attached to this property by some mine operators, as it gives a 
warning to the men in case of a crush or fall of rock or earth. 

In all cases, timbers which are creosoted should first be air 
seasoned for at least 1 month before they are placed in the 
mines. This will enable the lighter portions of the oil to 
evaporate and will decrease very materially the ease with which 
the timber can be ignited. After it has once air seasoned, 
creosoted timber is not easily ignited. It is possible to hang the 
naked flame of a miner's torch or lamp on such timber without 
injury other than a charring of the surface. If, however, the 
timber once ignites, it will bum freely and, unfortunately, emit 
dense clouds of black smoke. Fire in creosoted timber is, how- 
ever, easily extinguished. The author witnessed the effect of a 
fire in a mine shaft, built of half untreated and half creosoted 
props, where the flames shot from the mouth of the shaft. The 
fire was extinguished by smothering the shaft. An examination 
made after the fire showed nearly all of the untreated props 
destroyed, while those creosoted were simply charred on the 
surface and still serviceable. There is little doubt, however, but 
what zinc-treated timbers in mines are preferable to creosoted 
timbers when judged from a fire-hazard standpoint. They are 
not only fire resistant in themselves, but they do not emit odors 
which may be objected to by the workmen and hence cause 
anxiety among them. For further information on the inflam- 
mability of timber treated with zinc chloride and creosote, the 
reader is referred to Chapter XVI, 

Cost of Treatments. — Table 30 gives an estimated cost of 
treating mine timbers. It is assumed that creosote costs I cent 
per pound, zinc chloride 4 cents per pound, peeling and seasoning 
about 1 cent per cubic foot, brush-treating about 15 cents per 
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FiQ, B. — Raok growth of fungus on mine timbeis. 
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Fia. C, — Treated and untreated mine propa. Treated prop to right set 
at same time aa failed untreated prop at left, Pennsylvania. (Forest 
Service photo.) 



Fia. D. — Untreated mine propa destroyed bj; decay and "squeeze" 
Pennsylvania. (Forest Service photo.) 
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set, and impregnating about 2 cents per cubic foot. A sufficiently 
cloee estimate on the cost of treating mine ties can be secured 
from a direct comparison with cross-tiea already given, making 
allowance, of course, for the di£Ference8 in volume between the 
two. 

a Treated Pinb 





timber ftbout 13 IdbIih) 








Amt. of pr»- 
•arvmtiimiued 

PtfMt 


Com of 


Com or pMd- 

tr»UD| 




Unpeeled , ... 


lb. 


$ 


$ 


1 
8.50 
8.76 
9. IS 
10.60 
12.42 
9.82 








0.26 
0.40 
0.80 
0.80 
0.80 


Brush-treated — oreosote 


28 
130 
312 

13 


0.2S 
1.30 
3.12 
0.52 


FuU-oell process (Bethell) 

Burnett prooesa 



In western United States the cost of treating mine timbers is 
high. Some figures secured from practice in Montana in treating 
square timbers are as follows:' 
Coat of untre&ted aeta; 

1127feetB.M. squared timbera, at 120.50 per M B.M I2S.36 

Framing timbera 13.50 

Coat of lagging, at S15 per M B.M 6.90 

Switching and unloading charges 0.85 

Cost of placii^ set 18.00 

Total coat of untreated set in place 963.01 

Coat of treatment: 
Coat of treating, including interest, depreciation, fuel, and labor 

charges 3.34 

Cost of creosote, at 15.6 oents per gallon; absorption 4.5 pounds 

per cubic foot 8.03 

Loading and unloading chargea 1.23 

Total cost of treatment 12.60 

Total cost of treated set in plaoe 76.21 

Ecomony of Treatments. — Because of the rapidity with which 
timber placed in most mines decays, the economy due to its 
treatment is very striking. As stated in the opening of this chap- 

> Bulletin 107, United States Foreat Service. 
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ter, it is not advisable to treat all of the timber which is placed in 
the mine because much of it is intended to serve only a short 
period. But for permanent shafts, gangways and entries it will 
almost invariably be found that a treating process of some sort is 
advisable and will result in a marked economy. Fortunately, 
some reliable records on the life of treated timber in mines ia 
available on which fairly accurate estimates of economy can be 
baaed. (See Chapter XX, Reliable Records on theLife of Treated 
Timbers.) Excluding all failures from crush and fire, which may 
be nil or total, the economies that may reasonably be expected 
when such woods as pine, red oak, etc., are used are shown in 
Table 31. 

Table 31. — Ebttmated Annual CHARoaa of Treated and Untbbatrd 
Mink Sets 



M.^oCt».™t 


Lit. of 
timber 
(yesra) 


Co.tol 
timber Mt 
in minei 


AnniuJ 


Untreated 


2 
6 
10 
11 
15 


S8.50 
9.18 
9.82 

10.60 

12,42 


S4.39 

2.12 
1.27 
1.27 
1.19 


Burnett process 


Pull-oeU process (Bethell) 
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CHAPTER XIII 
PROLONGING THE LIFE OF PAVING BLOCKS 

Progress erf Wood Paving. — "The first use of wood for paving is said 
to have been in Russia, where crude blocks were laid several centuries 
ago. Wood was introduced into New York City in 1835-36, and into 
London in 1839. Continental Europe was slower to take it up. 

During the first 30 years of wood paving in Englaod and America 
the chief conaderation seeniB to have been the form of block. The large 
and unequal interstices between the round blocks then commonly used 
permitted the edges to wear off rapidly into a corduroy condition which 
was uncomfortable to the traveler, and which hindered both drainage and 
cleaning, thus making the pavement unsanitary and hastening its decay. 
To rem»iy this, other forms of block were devised, many of which were 
patented. 

la the United States perhaps the most compicuous of these blocks wad 
the 'Nicholson,* patented in 1848 and laid extendvely in the 10 years 
following the civil war. The block was rectangular, which gave equal 
interstices; but this by no means solved the problem, and results were 
no better than before. Little thought was ^ven to the kind of wood 
used, and as soft a wood as white pine was frequently laid. The blocks 
were neither seasoned nor treated with chemical preservatives, and 
quickly decayed. Wide joints permitted water to get under the pave- 
ment, where it was absorbed by the blocks, with the result that they 
swelled, so that the pavement often heaved from its foundation. Fin- 
ally, the foundation was usually of untreated planks, Itud directly upon 
earth, so that they so^n decayed, while the pavement sank into ruts 
and holes. 

Round blocks, mostly of cedar, were extensively hud in the Middle 
West. They made neither a durable pavement nor in any way a satis- 
factory one. But they were cheap and served a good purpose in tiding 
fast^irowing cities over a critical period. There have also been hud in 
various cities pavements of oak, cypress, white pine, hemlock, Washing- 
ton red cedar, cottonwood, mesquite, Osage orange, edwood, Douglas 
fir, and tamarack. In nearly all these cases the blocks were untreated, 
or at most dipped or boiled for a short time in tar, asphalt, or other mix- 
ture of supposed preservative value, and they failed to give satisfactory 
results. Untreated American red gum was tried in Ei^land, and for a 
time r^sed great hopes, but it finally proved unsatisfactory. 
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Borne Bpecies of eucalyptus, especially karri (Eucalyptus diversicolor) 
and jarroh (£. marginata), which are very dense, hard, Austi'aUaa woods, 
have been laid extensively in England. In London these woods have 
shown a life of from fifteen to twenty yeaia, but continued use has not 
entirely justified the hopes first entertained for them. Their structure is 
too dense to permit impregnation with chemical antiseptics, without 
which th^ absorb water and swell. They wear much more slippery 
than most native woods, and they are not immune from decay, though 
because of certain antiseptic gum-resins which they contain they are 
more so than any untreated native woods. In England, however, they 
are still used. Jarrah blocks were Itud on Twentieth Street, New York 
City, in 1895, but were removed in 1904. The cost of this pavement was 
about $5 per square yard, which would exclude these woods from exten- 
sive use in America even should they make a better pavement than our 
best creosoted native woods, which is not likely."' 

The failure of the untreated woods turned attention to blocks 
artificially preserved. One of the earliest records in our country 
is in the city of Galveston, Texas, which laid some creosoted pine 
blocks in 1873. These blocks gave satisfactory service for 30 
yeara, when they were destroyed by a flood. Little progress was 
made in advancing the use of wood blocks until within the past 
10 years, when the demand for a high-class pavement, especially 
in large cities, caused a big increase in the number laid. This 
growth is shown by the following table: 

Tablb 32. — Amount op Wood Used AnnttaujT is thb United States 
FOB Pavino Blocks 













cubic f«t' 


Y«r 




1907 


2,874.660 


1911 


10,146,724 


1908 


1,260,020 


1912 


7,397,095 


1909 


2,994,290 


1913 


6,844.000 


1910 


4.692.463 


1914 


7.466.000 



■ - divide figures given by 2.625 to convert into square yards. 

Mr. George W. Tillson, Chief Engineer, Bureau of Highways 
of New York City, conducted an inquiry on the comparative 
value of various forms of pavements in which the opinions of 
several city engineers were asked in r^ard to the salient points 
to be considered in judging a street pav^nent. Mr. Tillson 
Bummarized these opioions in his book entitled "Street Paving 

■ Extract Ciicular 141, United States Forest Servioe. 
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and Paving Materials." The results of this investigation are 
given in Table 33. 

Table 33. — Compaaatitb Valui of Difpebbnt Pavements 
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Co«t per KiauB yard lueludea soiuireta. but Dot eioavatioa, «urbiii<, eto.; eioepl for 
muadam, which t> Dot usually laid oQ eouonla. 

Other investigators have attempted similar comparative 
studies, and while no two of them agree in all respects, a high 
rating is given to wood-block pavement in r^ard to its noise- 
lesaness, durability, and sanitation. 

On the other hand, the pavement has been severely criticized 
on account of its high initial cost and troubles experienced with 
slipperiness, expansion or buckling, and the exudation of oil, or 
"bleeding." From investigations which have been conducted, 
it is believed that much progress has been made in overcoming 
some of these objections and that before long all of them, except 
perhaps high initial cost, will be eliminated. 

Selection ctf Species. — At present most of the wood blockB used 
(over three-fourths of the total number) are cut from the "south- 
era yellow pine." This is rather indefinite as regards the exact 
species, as the term may include the longleaf, shortleaf, Cuban, 
or even loblolly pines. What is wanted, undoubtedly, is the 
longleaf pine, but according to present practice there is no 
certain way of telling these various pines apart except by a most 
careful microscopic examination, which in commerical work is, 
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of course, impracticable. Specifying a certain number of rings 
per inch is of assistance but is by no means certain. As tiie 
strength of wood is directly proportional to Its dry weight, it is 
believed that a specification coupling rings per inch with dry 
weight would give the engineer more definitely what he desires. 
Branding lumber at its point of production would also be of 
assistance to the inspector. 

In addition to the "southern yellow pine," blocks made of 
Douglas fir, red gum, tamarack, larch, and Norway pine are also 
used, although in comparatively small amounts. 

The intrinsic properties demanded of a good block wood axe 
resistance to wear, uniformity in structure and freedom from 
defects, adaptability to treatment, and ability to hold its shape 
after treatment. These requirements coupled with a reasonably 
low cost limit very materially the number of woods which can be 
used. In addition to the woods already mentioned, it is believed 
the following are worthy of trial : Beech, birch, black gum, maple 
sycamore, tupelo, hemlock, lodgepole and western yellow pines. 
They will, of course, have to be handled so(newhat different 
from standard practice, but some of them possess desirable 
qualities for street pavements. 

Blocks which are cut from a very hard wood have a tendency 
to wear smooth, so that unless the pavement is sanded periodically 
they may prove too slippery for satisfactory use. If some of the 
woods above suggested give good service in pavements, it should 
tend in certain cases to lower the initial cost of wood-block 
pavements. 

The Manufacture of Paving Blocks. — Paving blocks are usually 
cut from planks of varying lengths, about 3 1/2 to 4 inches thick, 
and 6 to 10 inches wide. These are fed into the pavii^-block 
machine, which is fitted with a series of saws so spaced as to cut 
the blocks to exact depth. In this manner many blocks are cut 
at one time. The capacity of the machine varies but good 
machines can turn out 200 square yards of 4-inch blocks per 
hour. On leaving the block machine, the blocks fall onto a 
conveyor, where they are inspected and all imperfect ones 
removed. The rest are carried mechanically to the treating cylin- 
der or cylinder cars and dumped automatically. It is very 
important that the blocks be cut to an exact depth, for if this is 
not done the surface of the pavement will be uneven and its wear 
greatly augmented. The prevailing depth of blocks for street 
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work varies from 3 to 4 inches, the smaller being used for light 
and the larger for heavy traffic. In Europe the practice is 
to use deeper blocks than in our country. This, of course, greatly 
increases the cost of the pavement but is claimed to give longer 
life and greater resilience. It is believed that the question of 
proper depth of the block ia not given the attention to which it is 
entitled. As all woods vary in strength, it is only reasonable to 
cut them to different depths depending upon their strength. 
Blocks are laid with the grain vertical. This subjects them to 
shear parallel to the grain, which is the weakest direction in which 
a load can be applied. Failure from shear is therefore great, and 
many blocks have been shattered in practice because of such 
failure. It is believed, therefore, that if best service is to be 
secured, blocks low in shear should be cut to greater depths than 
blocks which are high. 

The planks from which the blocks are cut are generally air 
seasoned. It is believed unnecessary to do this, in fact some- 
times inadvisable. If cut from green planks, the blocks will be 
treated at their maximum size, so that danger from expansion 
after they are placed in a street will be lessened. Most woods 
treat easiest in the direction of the grain so that the problem of 
securing a good penetration in blocks only a few inches in length 
is not a difficult one. 

Specifications for paving blocks vary considerably. The fol- 
lowing is a fair sample of what is generally required: The blocks 
shall be made of prime, sound timber, and no wood averaging 
less than 6 rings to the inch, measured radially from the center of 
the heart shall be used or wood that is poorly manufactured and 
contains loose knots, worm holes, and other defects. The blocks 
shall be from 5 to 10 inches long, 3 to 4 inches in depth parallel to 
the grain depending upon traffic, and 3 to 4 inches in width, pro- 
vided all blocks furnished for one street are of uniform width and 
depth. A variation of 1/16 inch in depth and 1/8 inch in width 
will be allowed. 

Methods of Treatment. — Nearly all of the paving blocks 
treated in the United States are impregnated with coal-tar 
creosote, either alone or in mixture with tar, by the full-cell 
method.' In a few cases, the blocks are simply dipped in oil 
(creosote or carbolineum) and lately the zinc-creosote process 
has been advocated for blocks used in factories and shops. A 
common method consists in placing the air-seasoned blocks in a 

' Up to 1915, 250,000 square yards of btocks treated with watcr-gaa tar 
creosote were reported to the author. 
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treating cylinder (and sometimes drawing a vacuum), after which 
the oil is admitted and forced into them under a pressure of about 
150 pounds per square inch until the desired amount is absorbed. 
The cylinder is then drained of excess oil and a vacuum drawn for 
about 1/2 hour to dry the blocks, after which they are removed 
and are ready for use. This practice is modified by certain opera- 
tors, who steam the blocks after they are run into the cylinder 
and then pull a vacuum after the steaming period. A few opera- 
tors also steam the blocks after they have been impregnated with 
the oil. 

The amount and kind of oil injected varies considerably. Nearly 
all specifications call for a heavy grade, viz., one with a specific 
gravity of at least 1.08 at 25° C. and in some cases as high as 1.12. 
Many engineers allow the oil to be mixed with certain amounts of 
"filtered tar" in order to bring up its gravity. Some also allow 
water-'gas-tar creosote to bemixed with the coal-tar creosote. The 
amount of oil required is generally 16 pounds per cubic foot, al- 
though this varies from 12 to 20. It can thus be seen that the 
practice in treating blocks is by no means a uniform one, but dif- 
fers with the opinions of the various engineers. 

The Chicago Creosoting Company has recently coostnicted a 
block plant wherein the cylinders are placed vertically. (See 
Plate XI, Fig. D.) The blocks are dumped into the top of the 
cylinders by a mechanical conveyor. After the desired absorp- 
tion has been obtained, the excess oil is drained from the cylin- 
ders, and a door in the bottom of the cylinder is opened allowing 
the blocks to fall directly into cars ready for shipment. This 
method does away with cyUnder cars entirely and is claimed to 
cut down the cost of handling. 

Troubles Experienced with Wood-block Paving. — It has al< 
ready been stated that wood-block paving at times has serious 
objections. Unfortunately, the exact cause of these difficulties 
is not known at present, so that definite remedies for all conditions 
cannot be prescribed. Opinions and practice difTer widely. The 
chief objections are slipperiness, exudation of oil, and expansion of 
the blocks. 

SlipperiTiess. — In general, the harder the blocks the smoother 
the pavement becomes. Blocks of softer wood give, therefore, 
less trouble from slipperiness, but there is a limit to which the 
softness can go, as blocks which are too soft will of course wear 
rapidly. 
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Oil and tar on the surfaca of the pavement also increases 
slipperiness. It is believed that this cause can be largely over- 
come as will be discussed below. 

If our streets were sanded from time to time, ae is done abroad, 
the surface of the blocks would become roughened because the 
sand would embed itself in the wood. This should be done 
particularly in cold weather, when ice forms on the pavement. 
Asphalt is also subject to the same objection in cold weather and a 
similar treatment should be given it. 

Exudation of Oil. — This is about the most troublesome objection 
raised against wood blocks. The oil and tar may at times exude 
to the surface and form a thick, disagreeable mat, which sticks 
to the feet of pedestrians and is generally objectionable. In 
certain cities like Chicago, the trouble became so acute as to 
arouse bodies of citizens into a protest against what was termed 
the "black plague." Other cities like Minneapolis have for- 
tunately been free from these troubles. It is probable that the 
exudation of oil, commonly called "bleeding" or "weeping," 
is due to several causes, such as too heavy an impregnation, too 
much pitch or tar poured into the joints, too rapid-grown blocks, 
improper treatment, and too close laying of the blocks. From 
observations and tests made by the author it is believed that 
bleeding can be eliminated if (1) only slow-grown wood is used 
for the blocks; (2) if green timber or steamed seasoned timber 
is used; (3) if a strong preliminary and final vacuum is drawn 
before and after the oil is injected; (4) if when tar is used the 
blocks are steamed slightly after the oil is injected; (5) if the 
penetrations are made complete; (6) if impregnations no greater 
than 16 poimds per cubic foot are given; (7) if straight coal-tar 
creosote or coal-tar creosote containing only small amounts of 
carbon-free tar is injected; (8) if the blocks are not laid too close 
together; (9) if excess tar or pitch is not poured between the 
joints. All of these requirements can be easily met without added 
cost. 

Expaneion of the Blocks. — This is commonly called "mush- 
rooming," "buckling," or "pop ups." (See Plate XXI, Fig. A.) 
The true cause of it is not known except, of course, that the 
blocks are under heavy pressure. If the blocks are laid very 
dry and close together there will be little room for expansion and 
the pav^nent will be very liable to buckle. It is believed that 
if the blocks are well penetrated so that their tendency to absorb 
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moisture will be decreased, are treated green or steam seasoned, 
are laid fairly loose and have proper expansion joints, little or 
no trouble from buckling will be experienced. 

It is wasted effort to try and make the blocks nonexpansive, 
for no matter how much oil is forced into them they will absorb 
more or less water in time. Furthermore, the oil and wood will 
expand due to rise in temperature. Best practice, therefore, is to 
keep the absorption of water to a minimum by proper treatment 
and to allow for expansion by carefully laying the pavement as 
described above. 

Method of Laying Wood Blocks. — In street work, a concrete 
base about 4 to 8 inches thick is first constructed, this having the 
desired crown. Over this is then placed a layer of coarse sand 
about 1 inch thick. The blocks are then laid on this smoothed 
sand cushion, after thich they are tamped and rolled into final 
position. Asphalt, grout, or hot pitch is then poured into the 
joints and further worked into them with a squeegee. The 
surface is then covered with sand and the pavement is ready for 
use. In a few days the excess sand is removed from the pavement. 

Experiments have been tried in doing away with the sand 
cushion by pouring hot pitch directly over the concrete base and 
embedding the blocks in it. These pavements have not been in 
service sufficiently long to judge of the results. 

The ar^le at which the blocks are laid has also been tested. 
It is found that blocks laid at an angle of 671/2° with the curb 
show least wear, those at 45° next, and those at 90° most. 

The character of filler to be used is still an open problem. 
Coal-tar pitch and asphalt seem to be preferred. The former is 
objectionable in that, if not properly applied, it will ooze to the 
surface. Asphalt is free from this objection but is more difficult 
to work into the joints. 

Expansion joints are, at times, laid not only along the curb 
(about 1 inch in width on a 50-foot roadway) but crosswise. 

In some cities strips of wood about 1/4 inch thick are 
placed between the blocks, thus leaving joints for a better footing 
of horses. This practice, however, is not common. 

When wood blocks are used on certain types of bridges, they 
are laid directly upon creosoted plank. This adds considerably 
to the lightness of the bridge and is considered a distinct 
advantage over other forms of pavement. 

Cost of Treatment. — The cost of treating wood paving blocks 
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Fio. A. — A "popup," 



Fia. B. — Wood block pavements— igrading the sand cushion and laying the 
blocks, Minnespolis, Minn. (Foreet Service photo.) 

(FaeHH page 20S.) 
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Fio. D. — Pine beams ia a building completely rotted in the end after 30 
yean' service, Madison, Wis. 
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variea with the kind of oil specified, the amount to be injected, the 
kind and size of the block, and other peculiarities in the specifica- 
tions. If ordinary creosote is uaed it can be obtained for about 
8 cents per gallon. Generally, however, a higher grade is re- 
quired, which in some cases costs 12 to 15 cents or more per 
gallon. Assumii^ the cost of the oil to be I cent per pound 
and 16 pounds to be injected per cubic foot, the cost of treating a 
square yard of 3 1/2-inch blocks will be about 45 to 50 cents, and 
of 4-iQch blocks about 52 to 57 cents. This, of course, is but a 
fraction of the total cost of the pavement, which, in general, 
varies from about $2.20 to S3. 70 per square yard, making It one 
of the most expensive pavements in use. 

Advantages of Wood-block Paving. — Wood-block pavements 
possess some very desirable properties, the chief ones being 
sanitation, durability, ease of repair, low traffic resistance, ease of 
cleaning, and absence of noise. Friends of the pavement will 
find many other points to extoU, but the above list may be 
considered conservative. 

Coal-tar creosote is a strong antiseptic, and as large quantities 
of it are forced into the blocks, its presence alone tends to keep 
the street in a healthy, sanitary condition. 

The durability of wood blocks when properly laid is surprising. 
Data collected on a test pavement in Minneapolis, where ac- 
curate traffic records are kept over one of the busiest streets in 
the city, show a wear of about 1/32 inch per year. The expe- 
riences of several cities have shown the marked value of wood 
blocks in comparison with the durability of other kinds of 
pavement. There is no doubt but what the good results already 
obtained could be considerably bettered if American munici- 
palities only took better care of their pavements. In this respect 
Europe is far ahead of us. 

The ease with which wood-block pavements can be repaired 
is all the more reason why better care should be taken of them. 
If a depression once starts it will grow rapidly until a considerable 
hollow is formed. The time to repair such failures is in their 
be^ning when all that is necessary is to remove a few blocks, 
smooth the sand cushion, and add new ones. 

The depressions caused by vehicles and horses in asphalt on 
hot days is well known. This, of course, means the load is 
harder to pull. Wood blocks do not have this objection and 
because of their smooth surface make traffic run smooth. 
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The even suriace of wood-block pavements enables them to 
be easily cleaned and, of course, adds to their santitatlon. 

It is perhaps the noiselessness of wood blocks which makes 
them so desirable, especially in congested business districts, 
and has earned for them the title of the "silent pavement." 
This quality has placed wood-block pavements in high regard 
and is largely responsible for their rapid growth in our large 
cities. 

In all of the above, it has been assumed that the pavements 
were properly laid, for if this is not done poor results are bound to 
follow. There is no unusual difficulty in properly laying a wood- 
block pavement. 

Wood Blocks for Bams, Factories, Etc.' — Considerable progress 
has been made within the past few years in introducing wood- 
block fiooring in factories, car bams, ferry slips, etc., where it 
has given good service. It is liked by the workmen in preference 
to cement floors because of its "touch." It is durable, easily 
repaired, sanitary, and dustless. For use under such conditions 
the blocks are often cut smaller and treated with less oil than 
blocks intended for streets. In fact, the Rueping and Card 
processes are sometimes employed, thus decreasing perceptibly 
the cost of treating the blocks. The blocks are laid in much the 
same manner as for street work except that the angle oi the 
courses is almost invariably 90°. 

' For a more detailed discussion see "Trefttod Wood Blocks for Factorjr 
Flooring and Miseellaneoua Usee," appendix. 
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CHAPTER XIV 
PROLONGING THE UFE OF SHINGLES 

Shinglesare subject to two common forms of destruction, (I) 
decay and (2) fire. If made from durable woods, the problem 
of protection from decay Is not serious, as shingle roofs may 
easily last 25 years or more. Protection from fire is of greater 
importance, especially where the houses are close together. In 
congested districts the use of shingles is now almost entirely 
obsolete. However, shingle roofs possess certain desirable 
properties so that their use in dwellings will undoubtedly continue 
to be extensive. 

Selection <^ Species. — In round numbers about 15 billion 
shingles are used annually in the United States, about 75 per- 
cent of which are of cedar — mostly the western red cedar of 
Washington. Next in rank come cypress and yellow pine, each 
furnishing about 9 percent. Then redwood with 3 percent, white 
pine 2 percent, and spruce I percent. The other species such a^ 
chestnut, hemlock, western pine, and oak all furnish less than 
1 percent. With the exception of oak and chestnut, the total 
cut of which is insignificant, it will be noticed that all of the 
shingles are made from coniferous woods. 

The ideal shingle is one which is light in weight, durable, and 
will "lay flat" without checking, warping, or splitting. Western 
red cedar admirably meets these requirements. Excellent service 
is also secured from cypress and redwood shingles, both of which 
possess remarkable durability. 

The best grades of shingles are cut only from clear timber free 
from all defects. Sapwood is also excluded, since it is not very 
decay resistant. If, however, the shingles are given a thorough 
preservative treatment, sapwood should not be considered a 
defect, and insome cases treated sapwood shingles can be obtained 
at no greater cost than untreated shingles of all heartwood. 

METHODS OF TREATING SHINGLES 
Treating against Decay. — The most common method of pro- 
tecting shingles from decay is to dip them in a preservative and 
205 
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after they have dried nail them on the roof. There aie severed 
preservatives sold on the market for this purpose under the name 
of "shingle atain," whichnotonly preserve the shingle but colorit. 
For best results, the shingles should be thoroughly air dry when 
they are dipped and the preservative should be warm or even 
hot. As a general rule, only that portion of the shingle which is 
exposed is dipped, the upper or thinner portion being in this 
manner covered by the treated portion of the shingle next above 
it on the roof. Roofs laid in this manner are frequently given a 
final coating of preservative after they are laid, in order to insure 
a uniform color and the treatment of all exposed portions. 

Cheaper and less efficient results are obtained if the shingles 
are simply brush-treated with the preservative after they are laid. 
It is doubtful if ordinary paint preserves the life of shingles; in 
fact, it may hasten their decay. Paint is of value, however, in 
certain cases, in that it tends to make the shingles lie flat and 
hence prevent leaks. 

Most efficient results in treating shingles against decay con- 
sists in impregnating them with the preservative. This is 
done either in open tanks or pressure plants. The absorption 
of the preservative should not be so great as to unnecessarily 
increase the cost of the shingles or cause them to ooze and 
drip oil on hot days. An absorption of 10 pounds per bundle 
is ample. In either of these processes the shii^les can be 
treated in the bundle, provided they are not strapped too tight 
together. If the open-tank process is used the shingles should 
be removed while hot; if the pressure process is used, a final 
vacuum should be drawn. These manipulations are advisable in 
order to dry the shingles. If treated in this manner sap shii^les 
can be made as resistant to decay as heart shingles, and inferior 
shingle woods like hemlock and yellow pine made exceedingly 
durable. 

Shingles treated with creosote or the so-called shingle-stains 
have a very stroi^ odor which to many people is objectionable. 
This odor, however, decreases with age and in time ceases en- 
tirely. Furthermore, the rain-water off a freshly treated roof is 
very liable to smell and taste of the preservative at least until the 
roof has been exposed for several weeks. 

Treating against Fire. — Practically nothing has been done to 
date in treating shingles against fire.' The recent agitation against 
shingle roofs in certain cities, has, however, caused considerable 

' Stn: upiieiulix for ]tii«et infonnstion on thia subject. 
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interest in this matter and several concerns are now at work 
attempting to render shingles noECombustible. Ordinary fire- 
proofiog compomids like ammonium chloride, ammonium phos- 
phate, etc., are objectionable in that they are solublein water and 
consequently will soon be washed from the wood. It is possible, 
however, that their use might be rendered practicable by paints 
ing the shingles treated in this manner with a waterproof paint 
after they have been laid. A lai^ variety of e^fperiments are 
now under way, some of which indicate hope of a satisfactory 
solution of the problem, but at this writing no method that 
can he called successful is known. Greatest dai^er from fire 
is caused by the shingles curling and igniting from sparks or 
brands. If the shingles are made to lie fiat their liability to 
catch on fire from such sources is greatly decreased. Some of the 
so-called "fireproof" paints now on the market are of value in 
this respect and tests known to the author have indicated that 
even ordinary paint will be found of material assistance. 

Cost of Treating Shingles. — If shingles are impregnated with 
creosote, the cost will be about tl.25 to $1,75 per thousand. If 
they are simply dipped into the creosote the cost will be about 
$0.60 to $1.50 per thousand; if brush-treated with two coats after 
the roof is laid, about $0.40 to $0.90 per 100 square feet. Shingle 
stains which cost from about $0.40 to $1 per gallon make, of 
course, a more expensive treatment, the cost of dipping per thous- 
and being aboutS1.50to$3.50, andforsimplybrush-treatingafter 
the roof is laid about $0.60 to $1.50 per 100 square feet. 
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CHAPTER XV 
PROLONGING THB LIFE OF LUMBER AND LOGS 

Methods of Treatiiig Lumber for Rough Construction. — Ad 
immense quantity of structural timber is used annually in the 
United States under conditions which subject it to decay. Un- 
fortunately, only a small percentage is treated, so that our 
depreciation losses are both rapid and lai^e. Of course, wherever 
the timber can be protected from the weather, or warm damp at- 
mosphere, no artificial treatment is necessary, as it will under such 
conditions last indefinitely. However, in bridges, trestles, piers, 
walks, platforms, docks, etc., etc., where such timbers are used, 
failure from decay is all too common. (See Plate XXI, Fig. D.) 
This is particularly true if the wood comes in contact with the 
soil. While it is not possible to lay down a set of instructions 
which will cover all cases, certain (general rules should, however, 
prove of direct value to those using this class of material. 

Whenever possible, all such timbers should be kept from 
contact with the ground. In many cases, they can be placed 
on concrete or stone piers, and by this simple treatment, their 
life considerably prolonged. 

The most effective treatment which can be given such timbers 
is to impregnate them with coal-tar creosote. FOr severe cases, 
the full-cell process should be used; for less severe, the empty- 
cell, Card or straight zinc. From 5 to 12 pounds of oil should be 
injected, depending upon local conditions. As sapwood is just 
as strong as heartwood, the treatment of this kind often enables 
the use of sappy timbers, which, untreated, would not be used. 
Hence, specifications for the raw material can be made more 
lenient and the timber can frequently be secured at a lower initial 
price. All structural timbers injected with preservatives should be 
framed as close to final dimensions before treatment as possible. 

Next to impregnation treatments, brush treatments with a 
high-grade coal-tar creosote are recommended. If these are 
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used, the wood should first be thoroughly air seasoned and dry 
at the time the preservative is applied, otherwise little or no 
beneficial results will be secured. Two coats are better than one, 
and in all cases the oil should preferably be brushed on hot (about 
150° to 175° F.), care being taken to soak especially all joints, 
bolt holes, and laps. 

In timbers which decay only at the joints, the joints only need 
be coated with hot creosote, the rest of the member being left 
untreated. All joints made in timber which has been impr^- 
nated should always be brush-coated with hot creosote if these 
are framed after treatment. 

Timbers treated with creosote cannot as a rule be painted, a 
the paint will not adhere to them. They will, however, be tumes 
a deep brown which, on prolonged exposure, will become lightd 
in color. For rough construction, the oil will take the place 
of paint, and in this connection also eEFect a saving. 

Methods of Treating Lumber for Buildings, Greenhouses, and 
Cars. — In general lumber used in buildings, cars, etc., cannot be 
creosoted because it is desirable to paint it, and as mentioned, 
paint does not readily adhere to creoaoted wood. In certain 
cases, however, this is not necessary. For example, sills in build- 
ings, beams in porches, etc., where the wood is covered, can be 
profitably treated. Thus the sills and beams used in constructing 
the so-called "Sanitary floors" in the South, particularly New 
Orleans, are impregnated with 10 to 12 pounds of creosote per 
cubic foot, and very good results obtained. Even in silos, if it is 
not desired to paint them, creosoted lumber can be used to ad- 
vantage provided it is permitted to air season before the bilos are 
filled. 

When the wood is to be painted, a treatment with one of the 
antiseptic salts is recommended. Zinc chloride, mercuric chloride 
copper sulphate, or sodium fluoride will all give good results. As 
mercuric chloride and copper sulphate cannot be used in steel 
cylinders, it is necessary to soak the lumber in stone, concrete, 
or wooden vats containing these preservatives. This is done aa 
described under the Kyanizing process. These salts have a 
further disadvantage in that they will attack the steel in 
carpenters' tools. Zinc chloride and sodium fluoride can bo 
handled as described in the Burnett process. The lumber should 
then be air seasoned before it is placed in the building, after 
which it can be handled like untreated lumber. Paiat of all colors 
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will in general adhere readily to wood treated with the salts juat 
mentioned, and will aid materially in holding them in the wood. 
Treatments of this kind are recommended particularly for such 
places as floors and columns in porches, trim around the eaves, 
bench boards and sills in greenhouses, roofs in dye houses, and in 
fact, all places where the wood is subject to decay, and where it is 
necessary to pain it with light colored pigments. Much has been 
written of "dry rot" in buildings. This can be gieatly re- 
tarded or prevented by the treatments described, since it is caused 
by a fungus. In all cases, the lumber should be framed to as 
near the exact dimension it is to have as can be done because 
any subsequent cutting will expose the untreated interior and 
hence shorten the life of the wood. It is believed that there is a 
good field for many lumber companies to operate treating plants 
for preserving wood used in building construction. By so doing, 
woods which are not naturally durable could be made to compete 
with the more expensive and naturally durable woods like cypress, 
cedar and redwood, and would in certain cases be preferable in 
that some of them possess greater strength. Treatments with 
the above salts will also resist insect attack. 

The life of untreated wood can be prolonged in many cases by 
keeping a circulation of dry air about it. Stagnant air in 
cellars or store rooms is particularly liable to start decay, and it 
frequently happens that by simply improving the ventilation, 
further decay can be arrested. Of course, when untreated 
wood is used, sapwood is a detriment and "all heart" pieces are 
always to be preferred. In certain types of flooring, creosoted 
planks can first be laid and then faced with thinner planks of 
untreated wood. If timber is set subject to decay, ordinary 
paint will seldom arrest the decay unless all surfaces of the wood 
are treated. In fact, the paint may actually hasten decay in some 
instances, as for example, when only one or two surfaces are 
painted and the others are left unpainted. The unpainted 
surfaces will absorb moisture, while the painted surfaces will 
retard it from evaporatii^, and thus the wood will actually have 
more moisture in it and in such a condition be more susceptible 
to decay. This is a common occurrence in the floors of outdoor 
porches, the upper side of which is usually the only surface 
painted. 

It has been reported that dry rot ia factories can be checked 
by raising the temperature in the rooms to 120° F. or more for a 
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few hours. The author is unable to verify these reports but 
believes the treatment well worthy of trial by those troubled 
with this form of decay. 

Methods of PreservJiig Logs fzcaa. Decay. — It is very difficult 
to store logs with bark on them for any length of time without 
their being attacked by decay. This is particularly true of logs 
having much sapwood, like the gums, sycamore, maples, birch, 
etc. Decay can be retarded if the ends of these logs are given one 
or two coats of creosote as soon as possible after they are cut. 
The same should be done wherever the bark has been broken off. 
If it is simply desired to retard checking, the ends of the logs 
should be coated with paint. In this way the logs can be pro- 
tected at a cost of only a few cents per thousand feet of lumber. 
To protect logs from insect attack, it is necessary to peel them or 
soak them in water. In special cases, the methods described 
below might be used. 

Methods uS Treating Log Cabins and Rustic Furoiture. — No 
satisfactory method of keeping bark on wood for any appreciable 
length of time is known, particularly if the bark is soaked by 
rain from time to time. Fungus and insects are both very apt 
to work in under the bark and cause it to fall off.' 

Damage of this kind can be largely prevented by cutting the 
1<^ in late autumn and piling them so that they will dry as 
rapidly as possible or by utilizing them immediately. Even 
better, but more expensive and troublesome results can be ob- 
tained by cutting the logs in the spring and stripping them in 
laps of bark, which at this season peels readily. The bark can 
then be soaked in a I percent solution of mercuric chloride 
and the logs used directly. After the logs have air-dried, they 
can be brush treated with one or two coats of coal-tar creosote or 
carbohneum. When this has dried for several days, the bark can 
then be nailed to the logs. Treatments of this kind are the 
most effective known. Care should be taken in handling the 
mercuric chloride solution as this is extremely poisonous, and 
also in thoroughly air-seasoning the treated logs so that the 
odor of oil will not prove objectionable. 

Rustic furniture should be kept under cover and dry. Little 
or no trouble will then be experienced with decay. Insects, 
however, may attack it, as is evidenced by little mounds of saw- 
dust and miniature pin holes in the bark. Sponging such 
furniture thoroughly with kerosene or benzene will usually 

' The Bouoherie process might have merit for preserving logs used in 
cabins (see demription of Boucherie process). 
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kill the insects and stop their depredations. Or if the 
holes are caused by larger wood-boring inBects, carbon bisul- 
phide can be injected into the holes, which should then be im- 
mediately stuffed with putty, or a similar substance. The 
offensive odor of the bisulphide will leave the wood in a few days. 
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CHAPTER XVI 

THE PROTECTION OF TIMBER FROM FIRE 

The uae of wood as a construction material, especially in con- 
gested centers as in cities, has a serious objection due to the 
comparative ease with which it can be ignited and with which 
it burns. The objection to its uae because of this property ie 
rapidly growing and will undoubtedly continue to do so. The 
fire losses in the United States are enormous, reaching the vast 
sum of 1215,000,000 per year. Of course, all of this is not due 
to the use of structural wood, as the contents of even "fireproof" 
buildings are inflammable and are frequently destroyed. A few 
cities have already passed ordinances prohibiting the use of 
natural wood in buildings over a certain number of stories in 
height, and other cities have specified against the use of wooden 
shingles within their more congested limits. Such action has 
attracted keen attention of late to the possibility of rendering 
wood noncombustible. This problem is quite different from the 
problem of protecting wood from decay and has to do almost 
entirely with the control of the gases driven off from wood when 
heat is applied to it. If these gases can be diluted with a non- 
combustible gas in proper proportions, the wood will charr and 
not bum. On the other hand, if these gases can be kept from 
mixing with requisite amounts of oxygen, a similar result can 
be secured. In either event, the original properties of the wood 
will be destroyed, so that, strictly speaking, it is practically 
impossible, if not impossible, to render wood "fireproof," The 
best that can be expected is to either make the wood noncom- 
bustible or slow burning. The temperature at which natural 
wood will ignite under ordinary conditions is about 500° F. The 
temperature of a burning building is estimated at about 1700° 
F. The ease with which natural wood ignites, therefore, when 
subjected to such high temperatures, is readily seen. As great 
progress in protecting wood from fire has not been made thus far 
as in protecting it from decay, and but two companies are now 
in operation in this country. Progress has been considerably 
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retarded by fraudulent practices on the part of defunct companies 
claiming to "fireproof" wood, and by contractors who claimed 
to use such wood in. their construction. Furthermore, a gross 
misunderstanding exists concerning the possibilities of render- 
ing wood noncombustible, which has often led to the drafting of 
impracticable specifications. Much work remains to be done in 
perfecting present methods and in enlightening the public to 
what can reasonably be expected. 

The chief objections raised against the use of "fireproofed" 
wood aside from increased cost are the ieachability of the 
chemicals, their corrosive action on metals, their effect on the 
strength of the wood, and their action on paints and varnishes. 
Wood impregnated with the best known fire retardent chemicals 
cannot be set in wet or damp situations or exposed to the 
weather, as the chemicals will be leached from the wood. Nails, 
binges, etc., in contact with such fireproofed wood will, when it 
becomes damp, be corroded. Wood treated with these chemicals 
is rendered more brittle than wood not treated, although the loss 
in strength can be greatly decreased by proper methods of treat- 
ing and drying. For many purposes, as in trim in buildings, the 
question of decreased strength should have little or no serious 
consideration, as this property is not important. Due to their 
hygroscopic nature, the salts are quite liable to keep the wood 
moist and hence interfere with the adhesion of paint or varnish. 

When not exposed to the weather or unusual dampness, "fire- 
proofed wood," as it is now known, has given very satisfactory 
service. It retains its resistance to fire for long periods, and, so 
far as its other properties are concerned, behaves in much the 
same manner as untreated wood. 

The Theory of Rendering Wood Fire Retardent. — Those results 
which have been most successful thus far have been founded 
^on one or more of the following theories: 

1. To cover the wood with a chemical which, like sodium 
silicate, when heated will fuse over the surface and prevent a free 
access of oxygen to the wood. 

2. To cover the wood with a noncombustible material which, 
like asbestos or metal, will prevent a free access of oxygen to the 
wood and thus produce a slow distillation. 

3. To impregnate the wood with a chemical which, like borax, 
when heated will liberate water vapor or steam, thus diluting the 
combustible gases so that their ignitioa cannot occur. 



)v Google 



THE PROTECTION OF TIMBER FROM FIRE 215 

4. To impregnate the wood with a chemical which, like salta 
of ammonia, when heated will liberate a noncombustible gas, 
thu3 diluting or combining with the combustible gases so that 
combustion is impossible. 

Owing to their manner of application, these various theories 
can be classified into two groups of treatment which may be 
called superficial and impregnation processes. 

Superficial Processes. — These consist in protecting the surface 
of the wood from contact with flames. If the protective coating 
is a liquid like sodium silicate, it is simply punted onto the 
wood or the wood is dipped into it. Such treatments, while 
effective in retarding the ease with which the wood will catch on 
fire, arc not conducive to best results. Other superficial proc- 
esses consist in covering the exposed surface of the wood with a 
noncombustible material such as asbestos or metal. Unless the 
covering entirely surrounds the wood, the temperature of the 
protected face may become so high an to cause the wood to 
ignite. When, however, the covering entirely surrounds the 
wood the protection is very efficient as burning is almost entirely 
excluded and only charring is produced. As might be surmised 
from its manner of application, this method of treatment has 
only a limited use and is quite costly. 

Impregnatioii Processes. — These are conducted at the present 
time in much the same manner as the BethpU or Burnett processes 
(see description) of protecting timber from decay. They 
differ from them in two respects: (1) different chemicals are 
used, and (2) the wood is generally kiln-dried after the chemicals 
have been forced into it, in order to remove the large amount of 
water injected into it. As a general rule, only thoroughly air- 
seasoned wood ia treated, this usually in the form of rough sawn 
lumber. The kiln drying of "fireproofed" timber requires a 
nice adjustment in that the temperatures used must not be so 
high as to volatilize the chemicals injected or cause them to "pull " 
toward the surface. Checking and warping must also be guarded 
against. Any efficient kiln-drying process can, however, be 
employed provided it is properly applied. 

Chemicals Used. — ^A large variety of chemicals have been 
tested by various experimenters in the attempt to render wood 
non-combustible. The more important of these chemicals thus 
tried, either alone or in combination, are: Ammonium sulphate, 
phosphate and chloride, zinc sulphate and chloride, borax, 
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cresylates of mercury, lead, copper, iron, and zinc, sulphate of 
iron, alum, calcium bisulphite and lime, sodium silicate, oxalic 
acid, potassium and sodium carbonate. Best results have been 
secured with the salts of anmionia, borax, and sodium silicate. 

"Fireproofing" tests have been made at the U. S. Forest 
Products laboratory on noble fir, using the following fire-retarding 
agents.* 



8tr«a«tb of Hlutioa 


p«r cubic foot of wood 




1 . 7 pounde 
3.0 pounds 
0.9 pound 
1.5 pounds 
2 . 5 pounds 
2.9 pounds 


3 percent ammonium phosphate \ „. +„„ 





CHEMICAL FIRE RETARBENTS* 

Sodium Carbonate. — Sodium carbonate did not prove efficient 
in retarding combustion (Fig. 24). It also caused a marked 
weakening of the wood. 

Sodium Bicarbonate. — Sodium bicarbonate did not prove 
efficient in retarding combustion (Fig. 24), and also caused a 
marked weakening of the wood. 

Oxalic Acid. — Oxalic acid did not prove efficient in retarding 
combustion (Fig. 24), and also caused a marked weakening of 
the wood. 

Borax. — Borax was of considerable value in retarding com- 
bustion (Fig. 24). The dotted curve (G), Fig. 24, shows the 
cfHQparison with natural wood and the other fireproofing agents 
used. The points determining the position of this curve were 
obt^ned after the piece had become charred and incandescent. 
A small amount of an inflammable gas, probably carbon mon- 
oxide was generated, which burned with a small blue fiame on . 
the top of the test specimen, but only with the aid of the pilot 
light. 

Ammonium Chloride. — Ammonium chloride proved of con- 
siderable value in retarding combustion (Fig. 24). The points 
determining the position of the dotted curve (F), Fig. 24, repre- 
sent the same condition as was described under borax. How- 

* Prom ProoeedingB American Wood Preservers' Association, 1914, by 
Robert E, Prinoe. 

> Subsequent teste showed ammonium phosphate and ammonium sul- 
phate were the moat effective chemicals in retarding the combustion of wood. 
These were uoed in amounts shown above. 
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ever, ammonium chloride is somewhat hygroscopic and its use 
may be restricted for this reason. 

Commercial Treatment. — A number of tests were made on 
pieces of red oak, treated by a commercial fireproofing company 
with a solution containing ammonium phosphate and ammonium 
sulphate. The strength of the solution was not known. Am- 
monium phosphate and sulphate proved of considerable value in 
retarding combustion. 

Tests to Deteimine the Inflgmmabili^ <rf Timber. — Several 
methods of testing the inflammability of wood have been sug- 



gested. The more common of these are the shaving test, crib 
test, spot test, and electric furnace. 

Sbaving Test. — Shavings planed from the treated wood are 
placed in a wire basket over a Bunsen burner. Notes are taken 
on the length of time required to ignite the shavings, the character 
of the burning, the length of glow, and the loss in weight due to 
the burning or smoldering. This method of test is faulty in that 
the wood is so finely divided that the volatile gases are readily 
driven from it and conditions comparable to practice are not 
duplicated. Furthctmore, it is diflicult to get concordant results 
due to varying air currents and temperatures. 

Crib Test. — So called because small splints of wood about 
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1/2 X 1/2 X 4 inches are cut from the treated wood and piled 
in A crib overs Bunsea burner, the flame being permitted to 
pass through them. While better than the shaving test, the 
method is also open to similar criticism. 

Spot Test. — A flame (usually of iltuminating gas) ' is played over 
the surface of a treated piece of wood. The depth to which it 
charts or bums and the character of bunui^ or glow are noted. 
The temperature of the flame may be read from a pyrometer, the 
thermocouple of which is placed against the wood at point of 
test. This method b much more comparable to practice and 
gives good indicative results, which, however, are faulty in that 
they are difficult of duplication. 

Electric Furnace. — This method of testgives concordant results 
when small pieces of wood are treated, and enables an accurate 
comparison between various treatments. It is objectionable, 
however, in that the heat is applied to all sides of the test speci- 
men and usually requires that the treated plank be cut into small 
sizes. For laboratory work, however, this method of testing has 
been found very satisfactory. The apparatus consists of a silica 
tube, wrapped with nichrome ribbon. An iron tube fitted with 
a mica sight is cemented below the silica tube. 

The specimen of wood, after being lowered into the silica tube, 
ia heated at a uniform rate, by passing 24 amperes of electric 
current through the nichrome ribbon. Temperature readings are 
obtained from a thermocouple placed beside the specimen and 
reading direct from a Hoskins pyrometer. A pilot light is used 
to ignite the gases distilled from the wood. Compressed ^r par- 
tially dehydrated by expansion is passed through the apparatus, 
its intensity being indicated by a sensitive liquid manometer. 
The temperature of ignition, character of combustion or glow, 
and loss in weight due to the burning for a 3-minute period is 
noted. After ignition the specimen is lowered into the iron tube, 
where it can bum of its own heat. 

Cost of Rendering Wood Noncombustible. — The cost of ren- 
dering wood noncombustible is in general higher than to protect it 
from decay. As has been mentioned, most effective results in 
fireproofing wood have been secured by injecting chemicals into 
it. These are more corrosive than the common preservatives and 
hence increase plant depreciation. Then, the preservatives them- 

' A plate heated electrically in place of the flame ia easier of control and 
gives more concordant reeults., 
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selves are comparatively expensive. Finally, the wood, after it 
has been treated, must generally be kiln-dried to avoid loss in 
time and checking in seasorting. Taking the above factors into 
consideration, the cost of rendering wood fire retardent is ap- 
proximately as follows, when chemicals like ammonium phosphate, 
costing about 8.5 cents, and ammonium sulphate, costing about 
3 cents per pound, are used. 

EsTiuATED Cost of Rendering Wood Noncombubtible Per M.B.M. 

Coat of handling »3.00- J4.00 

Plant depreciation and maintenance 1.00- 3,00 

Chemicals 8.00- 12.00 

Kiln-drying 2.00- fi.OO 

Total «4.00-*24,00 



The lower figure of $14.00 per thousand assumes the plant in 
continuous operation and the consumption of chemicals about 
200 pounds per M.B.M. The upper figure of S24.00 covers opera- 
tions which are not continuous and allows for a heavier injection 
of the salts into the wood. 

The Effect of Zinc Chloride and Creosote on the Inflammability 
of Wood. — Although zinc chloride is not one of the most ef- 
ficient fire retarding chemicals, nevertheless wood treated with 
it b much more difficult to bum than untreated wood. This 
makes zinc-chloride treated timber of particular value in those 
locations where decay is rapid and darker from fire important, 
as for example in coal mines. Timber treated with zinc chloride 
will ordinarily ignite at the same or lower temperatures as un- 
treated wood but will bum far more slowly. This is due in a 
large measure to the hygroscopic nature of the salt. Some tests 
made in the electric furnace above described at the U. S. Forest 
Products Laboiatory on zinc-chloride treated hemlock gave a 
temperature of ignition of 287° C. as against 320° C. for untieated 
wood. Only 19 pereent of the treated wood was destroyed, how- 
ever, as against 29 percent of natural wood. 

Much discussion has occurred concerning the infiammability 
of wood treated with coal-tar creosote. This matter was also 
investigated at the U. S. Forest Products Laboratory and it was 
found that wood freshly treated with creosote was very inSam- 
mable, but that its resistance to burning increased with its age. 
This is undoubtedly due to the lighter oib volatilizing frem the 



)v Google 



220 THE PRESERVATION OF STRUCTURAL TIMBER 

wood and leaving the heavier oils. When tested under t^e condi- 
tioDB analogous to the zinc-treated specimens meotioned above, 
freshly creosoted hemlock ignited at a temperature of 173" C. and 
lost 40 percent of its weight in a 3-minute burning peiiod. When 
allowed to air-season for 90 days, the temperature of ignition rose 
to 216° C. and a loas of only 27 percent in weight occurred. Many 
instances showing the resistance of seasoned creosoted timber to 
fire have been reported, of which the following are cited: 

After the JacksonviUe fire the creosoted telephone poles were 
standing in good condition although the buildings all about them 
had been destroyed. 

The Stuyversant docks at the same place were built of un- 
treated and creosoted timber. The latter was easily extinguished 
while the former was completely destroyed. 

In Baltimore the creosoted wood-block streets did not bum 
but came through the fire betterthanpavements of asphalt which 
melted and ran down the sewers. 

The author saw a shaft of a coal mine in Pennsylvania which 
had caught fire, it being timbered with untreated and creosoted 
props. Aftei the fire was extinguished by smothering the mouth 
of the shaft, all the untreated props had been burned to such an 
extent as to be useless while those creosoted were simply charred 
and not replaced. 

It appears that the creosote in timber when it does ignite bums 
for a long time in much the same manner as oil does in a wick; 
hence the reason why the wood itself is so slightly consumed. It 
must not be construed that creosoted timber is fire resistant in the 
same sense that zinc-treated timber is, but that when, thoroughly 
^r seasoned it bums for some time with less damage to the wood 
than untreated wood. 
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CHAPTER XVII 

THE PROTECTION OF WOOD FROM MINOR 
DESTRUCTIVE AGENTS 

A description of the maimer in which these minor destructive 
agents attack wood has been given in Chapter II. We will now 
consider methods of protection. 

Alkaline Soils. — While it is well known that certain alkalies will 
attack wood and eventually disintegrate it, there is no poaitive 
evidence which shows that their presence in the so-called "alkali 
soils " does this. It isquite likely that the alkali is not sufficiently 
concentrated or heated to sufficient temperature to cause disin- 
tegration. In all cases which have been examined by the author, 
such as deteriorated wood from flume pipes, cross-ties or poles, 
fungus was always present. It is believed, therefore, that if the 
growth of the fungus is prohibited, the deterioration can be materi- 
ally reduced or eliminated. In other words, the wood should be 
treated for decay, the process to be selected depending upon local 
conditions as already described. Bysodoing it is quite likely that 
the effect of the alkali in the soils can be generally disregarded. 

Birds. — The destruction'of structural timber by birds is so small 
as to warrant little comment, and certainly does not justify kill- 
ing them. Woodpeckers will at times drill holes into buildings 
andpoles, and the size of the holes and theoddity of the attack has 
given rise to an exaggerated idea of the destruction done. When 
buildings are attacked, they are generally more or less deserted and 
usually good for nothing but birds' nests at best. 

The so-called destruction in poles is apparent rather than real, 
as has been shown in Chapter II, although at times the holes 
drilled by the birds may cause a real damage. No good method of 
preventing such attacks is known. Creosoting the poles under 
pressure is of assistance, although the birds will at times attack 
creosoted poles. Plugging the holes is of no value as the birds 
will drill new holes. It often appears to be a matter of "life or 
death," and considering the great good and littlereal damage that 
they do, destruction caused by birds had best be charged as an 
221 
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operating expense and borne with & smile. Nesting boxes can 
often be used with great satisfaction, if hung on posts, poles or 
buildings, and thus prevent damage (see Plate XXIII Fig. C). 
The use of such boxes has been extensively tested in the Grand 
Duchy of Hesse, where in 2 years all the boxes were inhabited. 

Sap Stain. — To be efficient, all known methods of protecting 
wood from sap stain must be applied before the stain enters 
the wood. If the logs are stained before they are cut into 
lumber, no satisfactory process is known for removing the stain. 
Logs should therefore be cut as soon as possible after they are 
felled, particularly during warm weather. 

The most effective means of preventing stain is to kiln dry 
the lumber immediately after it has been sawed, and then keep 
it under cover. In this manner, stain can be entirely prevented. 
This method, however, is generally too expensive and cumbersome 
for all but the best grades of lumber. 

For rough lumber, dipping in a solution of bicarbonate of 
soda gives best commercial results.' In practice, this is done by 
having the freshly cut boards carried through a tank of the soda 
solution on their way to the sorting table. In this manner no 
extra expense for handling is required. A 5 to 8 percent 
solution is usually sufficiently strong. This should be kept warm 
by means of a steam coil in the bottom of the tank, which can be 
constructed of wood, iron or concrete. A few companies are now 
maufacturing "soda-dipping" tanks and will furnish a complete 
outfit (see Plate XXII, Fig. A) or the tanks can be constructed by 
an ordinary mechanic. After the lumber has been dipped in this 
manner, it should be piled with open air courses so that it will dry 
rapidly. 

An extended series of tests were made by the United States 
Forest Service in co-operation with the Great Southern Lumber 
Company at Bogalusa, La., in which pine boards were dipped in a 
variety of solutions. It was found that solutions of mercuric 
chloride, varying in strength from about 0.2 to 0.3 percent, were 
most effective in preventing stain, but on account of their very 
poisonous nature, cannot be generally recommended. 

The following conclusions are drawn from these tests:* 

1. Freshly cut sap lumber when stacked in the yard to dry 
should be stacked in open piles to permit a free circulation of air. 
Boards so piled season in about half the time required for those 

' Sodium fluoride in 4-6 percent solutions has given excellent reaulta ex- 
perimentally (1915). The author recommends it as well worthy of triaL 

■ Circular 192 United States Forest Service. 
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piled in close pllee. Open piles, moreover, are not so severely 
attacked by insects and are more effectively protected gainst 
sap stain. 

2. In commercial work sap stain can be most effectively 
prevented by dipping boards in solutions of sodium bicarbonate. 
Such solutions, though they give fairly good results, leave much 
to be desired. The strength of the solution should be determined 
by the severity of the conditions under which the boards are 
to season, but in general it will require from 9 to 10 percent. 
Care should be taken that the chemical used is not mixed with 
adulterants. 

3. The best results in preventing eap stain were secured with 
mercuric chloride solutions, but on account of their poisonous 
nature they are not recommended for general use. 

4. The solution made by mixing sodium carbonate and lime 
was not as effective as one of sodium bicarbonate alone. More- 
over, it had a greater tendency to streak the surface of the boards 
with a white precipitate, 

5. Solutions of magnesium chloride, caloium chloride, sodium 
hydroxide, phenol, copper sulphate, and zinc chloride did not 
prevent sap stain; nor did sprinkling the boards with naphthalene 
flakes give satisfactory results. 

6. On account of cheapness and facility in operation, it is 
recommended that sap-stain solutions be applied to the boards 
by machinery. If this is done, the cost of treating lumber with 
solutions of sodium bicarbonate will amount to from about 7 to 
10 cents per 1000 board feet. 

7. The indications are that shavings planed from soda-dipped 
boards do not bum as readily as those from untreated boards, 
but the difference in inflammability is so slight that for com- 
mercial purposes it may be neglected. 

Sand Stonns. — The destruction of timber in the United States 
by sand storms is insignificant. Far more is destroyed by wind 
and sleet storms against which there is, of course, no known 
method of protection except heavier and more expensive construc- 
tion. In certain portions of the Southwest the wind carrying 
sand at high velocity so wears away poles, stakes and posts that 
renewal is sometimes necessary. (See Plate XXII, IFig. B .) About 
the only practical method known of retarding such damage is to 
nail planks of wood or sheets of metal to the poles and posts and 
after these have been destroyed, replacing them. 
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CHAPTER XVIII 

THE STRENGTH AND ELECTROLYSIS OF TREATED 
TIMBER 

The Effect of Air Seasoning on the Strength of Wood. — It 
has been stated in Chapter IV that a considerable amount of 
water can be removed from green wood, without affecting its 
strength. Aa soon, however, as the water begins to leave the 
cell walls so that their moisture content is decreased, the strength 
of the wood rapidly increases. This is shown in Fig. 25 where 
the strength of wood is plotted against the amount of water it 
contains. Prolonged air seasoning removes a certain amount of 
water from the cell walls and hence tends to increase the strength 
of wood. In lai^ structural timbers this gain in strength due 
to loss of water is generally offset by the checks which develop. 
The amount of water thus removed depends upon the tempera- 
ture and humidity of the siurounding air and the size and kind 
of wood being seasoned. For example, it is greatest in warm 
dry air (as in summer) and in thin boards (1 inch or less in thick- 
ness). Material of this kind is called "air dry or seasoned" 
when it contains about S to 12 percent of water. If dried to 
lower moisture than this it is very probable that the wood will 
re-absorb moisture. Air-dry lumber containing 8 to 12 percent 
of mmsture is therefore seasoned about 16 to 20 percent below 
its fiber-saturation point and has about twice the strength of green 
wood. On the other hand if the boards are larger, say 6 to 10 
inches in thickness it is very likely their "air-dry" moisture will be 
15 to 20 percent rather than 8 to 12 percent. Consequently 
their strength will not be increased to the same degree. It is 
evident, therefore, that the term "air dry" is a very variable and 
arbitrary one. If now, the wood is dried in a kiln and its moisture 
reduced to say 2 to 3 percent, its strength will be increased con- 
siderably over what it was in an air-dry condition. Thus, other 
things being equal, the more moisture there is removed from 
wood, the greater will be its strength (Fig. 25). This relation 
has been equated by Tiemann' for longleaf pine with the following 
formula: 

■ Bulletin 70, United States Forest Service. 
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Fia. B.— Stake damaged by sand storms in southern Californift. Ckim- 
pare portion in the ground with portion above (tround, (Photo courtesy 
of the Am. Tel. 4 Tel. Co.) is v 



b,Goo<^\ 



iPia. D. — A fence of concrete posts, Madieon, Wis. (Photo courtesy Na- 
tional Concrete Machinery Co.) 
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C =G (22.1 P* - 1335 P + 25,610) 
where C = crushing strength in pounds per square inch 

G = specific gravity of dry w9od 

P = percent of moisture. 
On account of the wide variability in the structure of wood, the 
equation is applicable only within certain limits, and will not, of 
course, give the exact strength for each and every piece of wood, ' 
but is BufHciently close for most commercial engineering problems. 
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Fig. 26. — Moisture-strength curves for longleaf pine, eaat«m spruce and 
chestnut. Note fiber-aaturatioa points. 

Lowerii^ the moisture content of wood below ita fiber-satura- 
tion point produces certain phenomena; the more important, so 
far as strength is concerned, being shrinkage and cell slitting. 
Both of these vary with the kind of wood, the degree to which 
it is seasoned, and the manner in which it is seasoned. Conifers 
shrink less than hardwoods, and the drier the wood the greater 
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the shrinkage. Given the specific gravity of a piece of wood 
its shrinkage from a green to oven-dry condition can be fairly 
closely approximated from the following logarithmic equations 
developed by J. A. Newlin: 

Shrinkage in volume percent = 26. SG'" 

Radial shrinkage in percent = B.5 G'** 

Tangential shrinkage in peroent ■• 16.S G'-** 
where G — eperafic gravity. 

When water leaves the cell walls it sometimes happens that 
these check open and become more or less filled with microscopic 
slits {Fig. C, Plate V). These slits apparently weaken the wood, 
but their weakening effect by no means offsets the marked in- 
crease in the strength of the wood due to its loss of water. If 
wood which h&s once been thoroughly air-dried is resoaked in 
water until it contains as much water as it originally had, its 
strength will he found to be less than the original green strength. 
The slitting of the walls probably has much to do with this. 

From the above discussion, it can readily be seen that any 
treating process which tends to keep wood dry will, provided it 
does not in itself weaken the wood, tend to increase the strength 
of the wood. Thus treatments with creosote tend to retard the 
absorption of water and hence keep the wood in a stronger and 
more reslUent condition than untreated wood or wood treated 
with a preservative like zinc chloride. This ia of decided ad- 
vantage in certain cases, as in paving blocks, and is undoubtedly 
one reason why creosoted blocks have resisted wear so much 
better than similar blocks laid untreated. On the other hand, 
objections have been raised to the seasoning of wood, partic- 
ularly in mines, where certain operators assert that they prefer 
green wood to dry or partially dry as it bends more and gives 
better warning of danger from rock fait. 

The Effect of Steaming on the Strength of Wood. — ^Little is 
known concerning the effect of superheated steam on the strength 
of wood, but from our knowledge of the effect of temperature on 
wood, the rapid drying of wood and practical operative results 
with superheated steam, it appears that it is very prone to 
seriously weaken wood and render it brash and brittle. 

Saturated steam is in common use in preparing wood for treat- 
ment as has been shown in previous chapters. Saturated steam 
in itself does not dry wood, but heats it so that drying is possible. 
In fact, while the wood is in the steam it may actually take up 
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water, particularly if it is already partially seasoned, 
shown in the following table: 



Table 34.— Incrbabk in Whioht of Lobi>>lly-pini 


Tim Due to 


Steauino' 


CoDditioiu of oUHtalDt 1 0>lii m weight p«r lie, due to >t«>iiiing | 


Period 


"^"3'"""" ! o"""^ 1 *"Z""^ 


Hours 


Pouads 


Pounds 


Pounds 




10 


2.13 


6,1 












30 


0.62 


e.3 




40 


1.12 


8.1 




fiO 


0.62 


4,3 


6 
10 


20 
20 




10.8 
10.7 


1.00 



After the wood has been heated and the steam around it removed, 
the heat units stored in the wood will evaporate much of the 
water it contains and produce a condition of partial dryness 
or "seasoning." A vacuum applied immediately after the steam 
bath will further increase the dryir^, since it lowers the tem- 
perature at which the water will vaporize. Common practice, 
therefore, is to steam the wood and then apply a vacuum. The 
important items to consider, in so far as the eifect of steaming 
on the strength of wood is concerned, aro the temperature of the 
steam and the length of time it is applied to the wood. The best 
data on this subject known to the author is contained in United 
States Forest Service circular 39, which summarizes the results 
of about 6000 tests. Due to the variability of the wood used 
and the complexity of the problems, it is probable that further 
tests might change some of the conclusions there drawn, but the 
essential features are probably correct. In general, it appears 
from these tests that steaming at high temperatures, or lower 
temperatures for long periods, materially weakens the strength 
of wood. The extent of the weakening will depend upon the kind 
of wood, its moisture content at the time of seasoning, the 
character of the wood structure such as density, rate of growth, 
etc., and the manner in which the steam is applied. Disregarding 
the individual effect of each of these, and lumpily them all 
together, the effect of the temperature of the steam and the 
length of time it is applied is shown in Table 35.' 

• Giroul&r 39, United States Forest Service. 
' United States Forest Service Circular 3fl. 
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In this table the word " control " refers to the test pieces cut from 
the ends of the ties which were left untreated in order to f urmeh a 
standard of comparison. It should be noted that these pieces 
were tested immediately after treatment. It was found that if 
they were lur seasoned after treatment and then tested they 
regained a large part of their original strength. Sufficient reliable 
data is not available to state accurately what is the maximum 
temperature of steaming or maximum duration of steamiog that 
should be used. The conclusion drawn from the teste just quoted 
was that "for loblolly pine the limit of safety is certainly 30 
pounds for 4 hours, or 20 pounds for 6 hours." It is well known 
that some of the best results secured in the treatment of wood in 
this country have been obtained from timbers (longleaf pine 
piling) which were steamed at higher temperatures and longer 
periods than this, hence it is entirely probable, when full informa- 
tion is available, that more severe steaming treatments will be 
found safe and practicable. 

The Effect of Boiling Wood in Creosote upon its StrengUi. — 
If wood is submerged in creosote which is heated above the 
boihng point of water under atmospheric pressure only, the water 
contained in the wood will be converted into steam. Unless 
confined, the steam will escape and thus the water content of the 
wood will be reduced. It is obvious, therefore, that boiling wood 
in creosote seasons the wood and is quite a different action from 
steaming wood, which as already described, is simply a means of 
heating it. If, however, the wood is heated in oil under pressure, 
the action should be similar to that produced by steajning it, 
since the pressure will prevent the water from vaporizing. 

It is well known that rapidly seasonii^ timber is very apt to 
weaken it, because it tends to develop checks and slits. This is 
particularly true of woods havii^ a complex structure such as 
the oaks, maples, etc. Without definite knowledge we should 
therefore expect to find a decrease in the strength of wood boiled 
in creosote, particularly if the boiling reduces the moisture in the 
wood much below its fiber-saturation point. Information on 
this point is meager. Some green Douglas fir bridge stringers 
boiled in creosote and then impregnated with the oil showed 
about 40 percent loss in strength over similar stringers untreated. 
This decrease was, apparently, permanent, because a year's 
seasoning after treatment showed approximately the same 
results. One example does not, of course, prove that the 
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weakening was caused by the boiling, bb it may have been due 
either to the heat or the oil. The shrinkage of timber boiled 
in oil is very rapid and its quite possible that this rapid shrinkage 
may produce injury by setting up a complex series of stresses in 
the wood. Whether or not this is the case and the extent to 
which it may affect the various woods is not known at the 
present writing,^ 

The Effect of Preservatives on the Strength of Wood.— This 
is a much discussed problem on which Uttle conclusive data is 
available. A number of tests have, however, been msde and 
from them certain deductions can be drawn. The preservatives 
which have been tested are creosote, zinc chloride, and crude oil. 

Creosote. — It has commonly been supposed that creosote does 
not enter the cell walls of wood and for this reason could have, 
per ae, little or no effect on the strength of wood. Careful tests 
by Teeedale* have shown that creosote enters the cell walls and 
will cause them to swell. The amount which is absorbed by the 
walls in practice is, however, insignificant compared with the 
total amount injected. We should expect, therefore, that 
creosote has but little weakening effect on the strength of wood 
treated with it. Tests made on creosoted wood, tend to sub- 
stantiate this (Table 6), these being made on small clear speci- 
mens impregnated with about 8 pounds of oil per cubic foot. Green 
loblolly pine steamed and creosoted with about 20 pounds of oil 
per cubic foot showed no loss in strength over the ties which were 
simply steamed and then tested. In fact, in creosoting loblolly 
pine without steaming, the creosoted wood tested higher than 
the untreated wood, the process apparently having a tendency 
to dry the wood.* Some full-sized longleaf pine bridge stringeis 
steamed, creosoted by the Bethel process with 12 pounds of oil per 
cubic foot and then tested, showed no apparent loss in strength 
over the stringers tested untreated and carefully matched with 
them. It appears that when the wood is not damaged by the 
process, creosote in itself will produce little or no weakening of 
practical significance. There is, however, a possibility that 
this will not hold for all kinds of wood but at present data to 
substantiate this is not known. 

Zinc Chloride. — It is well known that a concentrated solution 
of zinc chloride will dissolve wood. In practice, the solutions 

' See page 48 (Seasoning in Oil) for improvement in this process. 

• Circular 200, United States Forest Service. 

* Circular 39, United States Forest Service. 
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rarely exceed a strength of 6 percent and at this concentration 
their action on wood ia very alight. The common specification 
calls for an injection of a half pound of dry zinc chloride per cubic 
foot of wood. Assume the wood after treatment will season to 
10 pounds of water per cubic foot and the preservative has been 
diffused through it. This will give a strength of only 5 percent. 
If, however, the solution only penetrates the outer fibers of the 
wood and the zinc chloride concentrates itself in these fibers, 
it may reach sufficient strength to do actual harm. In thii) 
condition the wood is said to be "burnt" or "killed" and is in- 
variably the result of poor workmanship. Proper treatments 
use as weak solutions as possible in order to get the requisite 
absorption, and thus avoid any Uability to injury of the wood 
fiber. Green loblolly pine treated with zinc chloride solutions 
of various concentrations and then tested in static bending, 
compression parallel to the grain and in impact bending, gave 
the following results when air dried to about 13 percent moisture.* 

StrBDEth of AverKce atrencth ia 
■olulion puoent of atauned wood 
2.5 98.0 

3.5 95.1 

6.0 91.8 

10. 91.8 

The conclusions drawn from these and similar tests is that zinc 
chloride when properly injected into wood will not weaken it to 
any appreciable extent under static loading, but apparently tends 
to render it brittle under impact, especially when strong concen- 
trations are used. 

Crude Oil. — Crude oil when heavily injected into wood ap- 
parently weakens it. Thus some loblolly pine, shortleaf pine 
and red gum ties, impr^nated with about 14 pounds of crude oil 
per cubic foot, gave only 73, 72, and 90 percent respectively of 
the strength of the same kind of ties untreated, whereas the ties 
treated with creosote and zinc chloride showed no loss whatever. 

The Effect of Temperature on the Strength of Wood. — Heat 
tends to weaken wood, cold to stiffen it. In this respect wood, 
therefore, behaves bke a plastic material. Tiemann' has made 
some careful researches along these lines, and the results secured 
by him have been substantiated by further testa. He has soaked 

' Circular 39, United States Forest Service. 
■ Bulletin 70, United States Forest Service. 
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piecee of loi^leaf pine, spruce and chestnut in water for various 
periods and then tested them at various temperatures. The 
general results are shown in Table 36. The tests designated 
"cold" were made when the wood was at temperatures ranging 
from 7* to 19° F.; those marked "wann" at 45° to 68° F. An 
examination of all the results shows a decided increase in both 
the strei^h and stiffness of the frozen pieces, excepting the 
very dry wood. Of course, in treating operations the timber 
is seldom frozen, although this at times occurs. On the other 
hand, the temperatures in the cylinder frequently rise to 250" 
P. It is doubtful whether this is sufficiently high to cause in itself 
any permanent weakening in the wood, so that after the timber 
has again reached atmospheric temperature no weakening due 
to the temperature of treatment has any practical significance. 



Table 3 



— Tbz Effxct of TBtipaKATURE ON THE Stbbnqtb of Wood ' 





(Speom: 


em About 3 X 


2 X 5.76 ilich«l 




Kind of wood 


tMt^ 


t«»t,peroBQt 


Cnubing iCieaiCh 
lb. i»r N- U. 


lb.p,r«,.ia. 


Longteaf pine. 


oold 
warm 


23 
24 


6,440 
6,760 


1,418,000 
1,360,000 


Spruce 


cold 
wsrin 


27 
22 


4,060 
3,923 


894,000 
753,000 


Chestnut 


oold 

warm 


68 
72 


3,180 
2,622 


708,000 
653,000 



The Effect of Pressure on the Strength of Wood. — Pressures 
used in treating timber are all far too low to cause any weakenii^ 
of the wood. A pressure of 200 pounds per square inch is about 
as high ae is ever held, and even this is much below the crushing 
strength of our weakest commercial woods. It is quite probable 
that the wood during treatment undergoes a slight decrease in 
volume (less than 0.5 percent) due to the pressure used, but 
that on the release of pressure this is almost wholly recovered. 

The Effect of Various Treatments on the Strength of Wood.— 
We have now considered the individual effect of the various units 
in the treatment of timber upon the strength of the timber. Let 
us now consider their combined effect as shown by some tests on 
treated wood. For this information we are indebted to Dr. W. K. 
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Hatt, who tested a aumber of tiea treated by various proceaaea at 
commercial plants. InotberwordSjDoattemptwafiiiiadetostudy 
more tbau the added effect of all factors eatering into the treat- 
ment in order to ascertain whether or not the treatment decreased 
the strength of the ties over similar ties untreated. The results 
of these tests are shown in Table 37. 

Tabld 37. — SHOWiNa Eppect op Treatino Tieb ufon Their CRTjaniNO 
Stkemoth and Spike Hou)ino Power' 



Klndof •ood 


Tmtinc 

proowwd 


nreogtb At 
alaitic limit 
perpeadicuUi 

to iroiD in 
pemnt ot ud- 
Ireiitedtie 


tie with out spLkea 


Cut apikH 


Scraw IpikM 


Red Oftk 

LobloUy pine.... 

Sbortle&f pine.... 

LonglcRf pine 

Red gum 


1 Untreated... 

Burnettieed 
1 Lowry 

Kuepin* 

[ Full cell.... 

Untreated... 

Rueping 

Lowry 

Rueping 

FuUcell..., 
Crude oil.... 

[ Untreated... 

1 Rueping 

1 FuUceU.... 

{ Ccude oil.. . . 

Untreated... 

Rueping 

PuUceU.... 

Untreated... 

Rueping 

Full cell.... 
Crude oil. . . . 


100 
97 

104 
82 

104 

100 
99 
104 
112 
100 
73 

100 
103 
lOS 

72 

100 
109 
101 

100 
97 
99 
90 


100 
98 
93 
93 

101 

100 
123 
94 
109 

84 
53 

100 
100 
103 
45 

100 
100 
105 

100 
102 
105 
70 


173 
172 
163 
162 
172 

215 
209 
219 
246 
184 
192 

241 
209 
223 
176 

202 
205 
270 

228 
222 
252 
270 



' A part of the differences in strength here noted are due to varying 
moisture contents of the ties and the fact that different ties had, of course, 
to be used, it being impossible to keep these absolutely uniform. 

Data taken from experiments made under the diieotion of Dr. W.K. 
Hatt and published in the buUetins of the American Railway Engineering 
Assodatioa. 
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It will be noted that all the treatmeota show little or no decrease 
in strength with the exception of crude oil. The increases noted 
may be due to superior wood in the treated ties or to their having 
driedoutmorethan the untreated ties or to a combination of these 
two. Of course, all these conclusions presuppose that the treat- 
ments were properly made and are normal. Bad management on 
the part of the treating engineers would, undoubtedly, have 
yielded entirely different results. 

The Electrical Resistance of Wood Treated with Creosote and 
Zinc Chloride. — This a matter of considerable importance to 
steam r^Jroad companies in the operation of their block signals, to 
electric traction companies in the return of their current, and to 
telephone and hydro-electric companies in the seepage of current 
carried in wires over their poles. As is usual in problems of 
this kind, the opinioiis of operating men vary considerably, and 
little agreement is found. Mr. J. T. Butterfietd conducted some 
interesting and valuable experiments on this problem at Purdue 
University in 1910, with ties treated at commercial plants, the 
following information being taken from his work: 

"The resistance was measured by the method commonly used 
for measuring the insulation resistance of electrical machinery, 
namely, by means of a direct- current voltmeter of known resist- 
ance. This method was applied in two ways. (I) The contact 
surface for flow of current in the ties was a sawn surface as nearly 
plane as possible. Contact pressure of 250 pounds per square 
inch was applied in a Riehle Testing Machine by means of sheet- 
iron pans, placed one above the other and filled between with 
dry sand, by which constant surface resistance was obtained. 
(2) After some of the fundamental laws were investigated, the 
resistance of the various ties was compared by measuring the cur- 
rent flowing between two spikes driven 20 inches apart in the 
face of each tie. Then the relation of these latter tests, between 
the two spikes, to the conditions obtaining in a full tie with 
nuls spiked thereto was investigated. 

In beginning the tests the principal elements which cause the 
resistance to vary were determined and investigated inthefollow- 
u^ order: 

1. Amount of moisture present. 

2. Kind of wood. 

3. Treatment. 

4. Direction of grain. 
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6. Contact pressure 

6. Temperature. 

7. Amount aad time of current Sowing. 

8. Dimensions of specimen. 

Moisture. — The important effect of moisture is plainly shown 
by the following tables, determined by the testing-machine 
method: 

Test of Red Oak 



ent moiaturr 


Ohms per eo. 


14.4 


3,370,000 


17. 


414,000 


19.1 


94,000 


27.4 


2,140 


36.7 


1^1 


47. 


1,310 


52.2 


1,100 


UntnaUd 


13.3 


6,020,000 


17.3 


784,000 


21.6 


198,000 


26.6 


136,300 


38.0 


7,100 


43.3 


6,440 


47.3 


S,070 



In order to investigate the longitudinal distribution of resistance 
through a tie, a number were cut up into 6-inch lengths and the 
resistance measured parallel with the grain. The results plainly 
showed that there was an enormous resistance at the ends of a 
tie, which may have a uniformly low resistance in the interior. 
The cause for this high-end resistance was, of course, the drying 
out of the ends. 

KIHD OF WOOD AWD TREATMENT 

In measuring the resistance of different woods, the method 
used was that of determining the resistance between two spikes, 
as described above. The ties were generally tested in the yard 
and had been piled. Some were covered and were no doubt less 
dry than others. Variation in resistance of untreated ties of 
same species is to be accredited to moisture variation. Generally 
tests of 5 treated and 15 natural ties enter into the average. 
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LowBT Crkosotk Process 

Reaiit&noe RatiD of, 

(mciobma per hall Ua) tr«l«l to 

NktunI TrMted oatura] 

Bedoak 0.182 0.177 0.973 

RCEPINO PROCBSS 

LobloUypine 6.58 S.06 0.91 

Shortleaf pine 2.97 1.036 0.36 

Loogleaf pine (very diy) 6.4 6.05 1.12 

Red gum 0.39 0.22 0.58 

LobloUy pine 1 .46 1.41 0.96 

Fmx-cBu. PsocBSB 

Loblolly pine 2 . 94 1 , 00 . 34 

Shortleaf pine 3.41 2.70 0.79 

Longleaf pine 1.80 2.2 1.22 

Red gum 0.225 0.28 1 .24 

LobloUypine 4.47 0.905 0.20 

Zdtc CHLOBina Fbocebs 

Red oBk 0.08 0.0125 0. 166 



DIRECTION OF ORAIH 

The direction of tlie grain has a decided effect upon the 
resistance of wood, and as the rmatance of ties was taken parallel 
with the grain, little coufflderation was given the question aside 
from the following teats: 





Rkbibtascb m Meoohms 




Kiod o[ wood 




Radial to 


TanseaUal 


3-iD. aub«s. 


LetKtbwlu 


■rowtb 


to fTOWth 


air driwl 




ring. 


rino 


NatuTBlredoak.... 


0.0175 


0.12 


0.15 


Natural red oak.... 


. . . . 0.0175 


0.041 


0.07 



CONTACT PRESSURE 

The study of the effect of contact pressure on a number of 
different specimens held between contacts in the testing machine 
and involving the longitudinal resistance corresponding to 
different loads developed the following results. As would be 
expected, it was found that the remetance decreases rapidly with 
increase of contact pressure. 
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Rbd Oak, Zinc Chu)ridb Tbbatuent, 3-in- Cubeb 

LenithwlH of (Tain Air dried 

500.0 17S 

278.0 180 

W.S 220 

23.2 270 
8.0 460 
3.3 S75 
1.0 lUO 
0.0 S8S0 

Red Odu, Natural, 3-in. Cubes 

LangthwiH of iislo Air dried 

65. 5 26,400 

33.3 26,800 
22.2 27,700 
16.5 30,3fi0 
11.0 32,700 

7.9 33,000 

6.3 39,400 

0.0 67,000 

TBMPBRATDKE 

Some preliminary tests were made upon the ties to discorer 
the efiFecta of temperature. The results, although not capable 
of representation by a smooth curve, showed that the resistance 
decreased with an increase of temperature in a nearly direct 
proportion. 

Red Oak 

Zinc chloride treatment— testing mttohine method. End of grain 

Block -5X8X6 inch 

Temperature — average of six thermometers 

dcfreei C. ' ohmi 

0.33 2600 

3.65 2100 

6.70 1946 

7.60 1820 

10.70 1660 

12.20 1270 

14.60 1060 

16.70 910 

21.00 670 
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ELECTROLYTIC EFFECT 
While measuring a low resistance in the testing machine with 
a high voltage it was noticed that the voltmeter needle tended 
to fall back rapidly if the circuit was allowed to remain closed 
for a short time. This pointed to some kind of an electrolytic 
effect, and some teste were therefore made in which the current 
was allowed to flow for some time until the resistance became 
nearly constant. Then the circuit was opened and the specimen 
allowed to recover. The following are the results; 
Elsctiiolytic Effbct 

Natiint red oak. 60 parsent moiatute 



Ttaw 


Volt* 


unnape 


0.00 aM. 


13.00 


1010 


0.15 aeo 


12.80 


1130 


0.80 see. 


12.70 


1190 


1.00 mia. 


12.61 


1248 


2.00 min. 


12.55 


1288 


8.00 min. 


12.60 


1320 


4.00 min. 


12.47 


1340 


6.00 min. 


12.41 

CSreoil opansd 


1380 


7.00 min. 


12.40 


1386 


8.00 min. 


12.79 


1140 


6.00 min. 


12,86 


1101 


10.00 min. 


12.92 


1056 


11.00 min. 


12.92 


1066 



INFLUENCE OF VOLUME 
The relation of resistance to the dimensions of the specimen 
was plainly showed to vary the eajne as with any conducting 
material. 

Rxn Oax — ZiMC Chlokidb Tbbatubnt 



Rbd Oak — Natural 

Length 3 In. Croas eecUsn vuied 
CroM (MtloD, eg. in. ReastBiioe, ohma 



11,000 
16,000 
22,000 
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RELATION OF TESTS BETWEEN SPIKES TO ACTUAL TIB 

A few tests were made with rails spiked to a whole tie, and the 
resistance measured and compared to the resistance of spikes 
20 inches apart. 

The resistance between the rails spiked to the whole tie was 
found to be about 18 times the resistance between spikes 
driven 20 inches apart and 4 1/2 inches in the face of the tie. 

The moisture condition of the surface of the tie was artificially 
varied. 

H = The percentage increase in conductivity between rail and 
tie, due to rail bearing. For example, the value of H — 0.95 
for oak ties is found as follows: 



44400 44800 

1 

44800 



X 100 - 0.95 percent. 



COHDDCTIVITT OP TIE WITH RAILS SPIKED THERETO AS COM- 
PARED WITH SPIKES ALOHE 



Section of 85-pound Rail Spiked to l^es at Standard Gage Diatanoe. i 


6 ia Red Oak. No 


7 is chestnut 




CooditloD of u> 




Ohnu. H. 


PBroen 


Dry; spikes only 


/No. 6 


44,800 
8,600 


0.85 




\No.7 


2.16 


Dry; with rails 


<No. 6 
I No. 7 


44,400 






9,300 




Wet at rail bearing; epikes only 


/No. 6 
1no.7 


43,700 


0.93 




8,400 


6.78 


Wet at rail bearing; with rails 


/No. 6 
Ino.? 


43,300 
8,800 








Wet all over; with rails 


/No. 6 

INo. 7 


27,800 






7,760 




Bottom o! tie in wet gravel; with rail. . . 


No. ft 


10,270 




Tie in moist gravel ballast; with rail — 


No. 7 


4,350 




Tie in very wet ballast; with rail 


/No. 6 
I No. 7 


6,780 


7.es 




3,220 


6.82 


Same as above; spikes only 


/No. 6 
\ No. 7 


7,300 






3,430 





The resistance of the bearing between a newly spiked dry rail 
and a dry red-oak tie will be found to be approximately 1 per- 
cent of the total conductivity of the tie, but after the spikes 
have loosened the pressure on the rail bearing is about the 
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weight of rail per tie divided by the area of the bearing. This 
is about 2 pounds per square inch. Such light pressure means 
high contact resistance. Considering the further fact that the 
crosswise resistance of a tie is several times its lengthwise 
resistance per unit of length, and that all leakage current through 
the rail bearing must pass through a considerable amount of 
cross-grain resistance, the total resistance of the leakage path 
between rails is very high. 

CONCLUSIONS 

The results obtcuned tend to establish the following conclusions: 
Timber is ordinarily classed with the nonconductors. When 
dry and well seasoned, it has a very high .dielectric strength and 
practically infinite resistance. When green or moist, however, 
timber becomes a kind of electrolytic conductor of comparatively 
low resistance. The treatment with zinc preservatives has the 
simple effect of producing in the wood a stronger electrolyte and 
hence a better conductor of current. 

1. The resistance of timber varies directly with the length 
and inversely with the cross section. 

2. The resistance of timber varies almost inversely with the 
amount of moisture present, between the limits of 16 and 50 
percent. 

3. The resistance of timber is lowest when measured along 
the grain, and highest when measured tangentially to the growth 
rings. 

4. When treated with a soluble salt such as zinc chloride, 
the resistance varies approximately inversely as the amount of 
the salt present. 

5. Treatment with such a soluble salt does not change the 
behavior of the resistance with respect to the percent moisture 
present. Only the amount of the resistance is changed. 

6. The resistance of timber varies almost inversely with the 
temperature between the limits of zero and 60° C. 

7. The resistance of nonporous woods, such as the pines, 
is higher than that <^ porous woods, such as the oaks and red 
gum. 

8. Treatment of timber by different creosote processes does 
not greatly change the natural resistance of the timber. 

9. Finally, all the data taken goes to establish the view that 
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the coDductivity of wood is due primarily to the presence in the 
pores of an electrolyte formed by an aqueous solution of the 
salts found in the natural timber, or of these salts and others 
artificially introduced. 

Assumii^ the worst condition for leakage covered by the test, 
i.e., red o^ ties treated with zinc chloride laid in wet ballast 
and with wet lail bearings, the resistance between the rails of a 
bloclc 1 mile in length would approximate 30 ohms. This 
would permit a leakage current (rf 0.05 ampere to flow with the 
battery voltage of 1.5 volts. The leakage loss would, there- 
fore, be 0.075 watt, or about 30 percent of the power required to 
operate the relay. This should not seriously interfere with the 
operation of signals, as leakages up to 60 percent exist without 
such serious interference. 

It is to be regretted that determinations of resistance were not 
made with wet ties or with ties and rails partially immersed in 
water, as is sometimes the case in practice, for it is believed that 
under such conditions the leakage current would probably be 
suflGciently large to interfere with the successful operation of 
relays. 

As a final conclusion, it should be noted that since the above 
results show only a reduction in resistance of a tie of from 26 to 
53 percent when treated with zinc chloride, depending upon the 
percentage of moisture, while a change of resistance by the ratio 
of 25 to 1 may be eif ected by varying the kind of wood, a change 
of 33 to 1 by varying the pressure upon the tie sufficiently, and of 
3.7 to 1 by temperature changes, it follows that the treatment of 
ties with preservatives should not interfere with the operation of 
signal circuit£, except possibly in exceptional cases in which the 
resistance of the leakage paths is abnormally low from other 

From a number of inquiries, it is the experience of several 
signal engineers that little or no difficulty will be experienced with 
zinc treated ties if the distance between signal blocks is not too 
great and if the ties are not laid green. Some of them have 
shortened the distance between signals to about 1000 to 1200 feet 
and report complete satisfaction. Against creosoted ties no com- 
plaint on this account is made. 

A number of traction companies state that the zinc-treated 
ties corrode their spikes very rapidly and for this reason they are 
opposed to using them. It is entirely possible that this will occur^ 
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especially if the ties are liable to hold much moisture and are 
situated a long distance from the pow^r house. Ties which can 
be kept fairly dry, and can be laid close to the power house so that 
the return current will be through them, rather than away from 
them, should give little trouble. 

The leakage in current in poles and cross arms treated with 
soluble salts should de very slight and of little or no practical 
consequence »nce they are not counted upon for insulation, 
this being taken care of by the insulators themselves. However, 
it seems entirely probable that creosoted poles and arms will tend 
to redst leakage more than those which are salt treated because 
they will, in general, contain less moisture. As already stated, 
such a difference can at most have little practical significance and 
for this reason treated poles can undoubtedly be used in the same 
manner as untreated poles. 
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CHAPTER XIX 
THE USB OF SUBSTITUTES FOR TREATED TIMBER 

By the term "substitute" is here meant a material which ib 
offered in place of wood, wood having been the standard. Thus, 
although wood and asphalt are both used extensively for street 
pavements, asphalt ia not considered a Bubstitue for wood but a 
competitor of wood. On the other hand a concrete tie is a 
"substitute" for the wood tie. With this distinction in mind, 
a clearer conception of the inroads being made by other materials 
can be had. It is not intended to discuss in this chapter the 
general substitution of other materials for wood but only for 
treated wood. Thi& has taken place in a wide variety of products 
and, in certain instances, is making rapid headway. It is caused 
by the rise in the price of timber, the demand for better con- 
struction and an improvement in the manufacture of the sub- 
stitutes. 

Substitutes for Wood Ties. — This was one of the first fields 
entered and thousands of dollars have been spent in attempting to 
find a satisfactory substitute for wood ties. Ties made of steel, 
concrete, leather, and combinations of these materials have all 
been tested both in this country and abroad. Best success has 
been had with the steel ties, but their introduction has been veiy 
slow, and the results secured from them by no meansall that is re- 
quired. The American Railway Engineering Association hasgone 
rather extensively into this problem and has made a report con- 
taining much valuable data. ' It states that " animproved form of 
steel tie, as shown in Plate XXII, Fig. C, of the type manufac- 
tured by the Carnegie Steel Co. with metal plate over the insu- 
lating fiber and with the wedge clip rail fastenii^, seems to be 
very promisii^." A few railroads report satisfactory experience 
with the steel tie, while other companies have discarded them. 
The general consensus of opinion at present seems to be that 
these ties are still in the experimental stage but worthy of trial. 

As a result of its studies, the American Railway Engineering 

1 Bulletin 108, Amerioan Railway £ng;ineeriiig Assocdation, 1909. 



)v Google 



244 THS PRESERVATION OF STRUCTURAL TIMBER 

Association committee concludes "that no form of reinforced 
concrete tie has been made which is suitable for heavy and high- 
speed traffic, but believes a properly reinforced concrete tie, with 
proper fasteninf^, may be found economical in places where speed 
is slow and where conditions are especially adverse to the life of 
wood or metal." TheLake Shore <& Michigan Southern Railroad 
placed some "Buhrer Concrete Ties" in it-s track at Saudusky, 
Ohio, in 1904. There were no renewals up to 1908 and all the 
ties appeared in good condition. The more common experience, 
however, seems to be like that of the Pennsylvania Railroad, which 
placedSOOof the8etiesinl903. "Theconcrete broke and crum- 
bled and by December, 1906, all had been removed on account 
of breaking." Kimball, Percival, Affleck, Chenoweth, Keefer, 
Hickey and Alfred concrete ties tested by various railroads all 
cracked or crumbled in 2 or 3 years although in a few cases longer 
lives were secured. It appears, therefore, that a satisfactory 
substitute for the treated wooden tie still remains to be found. 

Substitutes for Wood Poles. — Iron, concrete and glass have 
been tested for poles. In cities, the iron pole has given very good 
use and has very largely replaced the wood poles. However, in 
the larger cities, even the iron pole has been done away with, ex- 
cept for street lighting, its place being taken by conduits. Wood 
poles are still used in large quantities in towns and cities and in 
the country for trolley, telephone, telegraph aad high power trans- 
mission lines, although with the latter, steel towers furnish the 
best construction. Concrete poles are largely in the experimental 
stage as yet. Poles 100 feet or more in length have, however, been 
constructed of reinforced concrete. On account of their great 
weight, high cost, and difficulty of handling, it is doubtful whether 
concrete poles will make serious inroads on wood poles for years 
to come, except perhaps in isolated cases. Concrete poles have 
not been in service long enough to know their merits. 

Glass polee are purely an experiment and, from the results 
secured thus far, success seems doubtful. 

A review of past experiences shows that only in large cities has 
any material been successfully substituted for wood in the manu- 
facture of poles, and that no substitute which gives promise of 
extended usage is in demand. 

Substitutes for Wood Piling, — Wrought iron, cast iron, steel 
and reinforced concrete have all been used for piles. Iron in all 
its forms is, of course, free from attack by the marine borers. 
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It corrodes, however, when driven in sea water. Wrought iron 
apparently corrodes more rapidly than steel which contains 
ahout 0.1 percent of carbon. Cast iron becomes pitted, the iron 
being gradually dissolved leaving the carbon. The life of iron 
piles is not known, but from tests made by various investigators, 
it api>ears that wrought iron and steel will corrode at the rate of 
about 0.40 inches per 100 years. The actual usefulness of the 
pile will depend largely upon the extent to which it becomes pitted 
and apparently this varies between very wide limits. 

Reinforced concrete piles have been used since 1896 and large 
numbers have been placed in various harbors of the world. 
These piles, are attacked at times by the sea water, which 
disintegrates them. Furthermore, alternate freezing and thaw- 
ii^ have, in cases, cleaved off much of the concrete. Yet in 
spite of these difficulties, concrete piles possess considerable merit 
and give promise of being perfected to an extent where they will 
prove free from these objections. Concrete piles have not been 
used sufficiently long or driven in sufficient numbers and under 
such conditions as to furnish reliable data on their probable life. 

Substitutes for Wood Posts. — Considerable progress has been 
made in manufacturing concrete posts, and several railroads in our 
country are now using large quantities of them. The cost of 
making the postsvaries from about 16 to 25 cents each. Nothing 
is known of their life, but this is estimated by several manufac- 
tures to be at least 40 years. Concrete posts are heavy, trouble- . 
some to make, liable to be thrown by frost heave, require careful 
handling and have other ills, but in spite of them all, they 
possess much merit, particularly because of their durability and 
appearance, and have unquestionably come to stay and their con- 
sumption will increase. (See Plate XXII, Fig. D.) 

Posts are also made of cast iron, iron pipe and galvanized sheet 
iron, but the number is so small as to be insignificant and prob- 
ably will always remain so, except for a comparatively few 
special cases. 

Substitutes for Wood Kline Timbers. — Concrete, masonry and 
steel have all been substituted for wood mine timbers, but only 
in isolated cases. Concrete mine timbers are very expensive, 
their installation interferes with the working of the mine and in 
some cases they are crushed before they become "set." It is 
doubtful if they will come into general use. (See Plate XXIII, 
Fig. A.) Iron mine "timbers" have been tested both here and in 
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Europe. They are expensive, difficult to install, and are corroded 
by the mine gases and water. Furthermore, if the mine once 
starts to"cave," the iron "timbers" will fail although they will, 
of course, hold a greater load than wood. In Europe a unique 
method in the design of iron props has been tested. It consists 
of two hollow pipes, one of which fits snugly inside the other. 
Round iron balls are then placed in the lower pipe. In this man- 
ner the upper pipe can be extended and held by the balls, pre- 
venting further telescoping. When it ia desired to remove the 
prop, a plug in the lower pipe is opened and the balls allowed to 
roll out. This makes a prop which can be fitted into place. Its 
cost, of course, is high and in addition it is subject to most of 
the objections raised against iron mine "timbers." Our largest 
iron and steel company is using enormous quantities of wood in 
its own mines, some of which is treated with preservatives. 
Masonry, is, of course, out of the question because of its high 
cost, trouble in laying, etc., except for very unusual situations, 
so it doubtless will never become a serious rival to other forms 
of "timbering." 

Substitutes for Wood Bridge Timbers. — Steel, masonry and re- 
inforced concrete have almost entirely replaced wood in the 
construction of permanent bridges. In addition to possessing 
greater strength, such bridges are less subject to destruction by 
fire. In so far as durability between steel and wood bridges is 
. concerned, doubt still exists in the minds of some engineers and 
conflicting data have been submitted. Creosoted wood bridge 
timbers are known to have existed in perfect condition for over 
30 years in the South where decay is generally rapid. Appre- 
hension of the gradual deterioration ("fatigue") of such timber 
due to repeated impacts, does not appear well founded. Some 
railroads in our country are laying creosoted bridge timbers on top 
of steel members, thus adding to the elasticity of the bridge and 
deadening of sound. Considerable quantities of wood are still 
used on steel bridges in the form of ties, guard rails, wall plates, 
etc., and in wooden bridges and trestles, but as the demand for 
high grade permanent structures increases, the use of wood will 
unquestionably decrease. It ia likely, however, that a demand 
for wood shields under steel bridges which are subject to corro- 
sion from the locomotive stacks will increase, especially when the 
wood is rendered noninflammable. 
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Plate XXIII 



Fio. A. — Concrete mine props, Pennsylvania. (Forest Service photo.) 



Fio. B. — Indiana Tie Company's wood preserving plant, Joppa, 111. 
Note depressed tracks and manner of running cylinder cars on flat cars for 
loading ties into box cars for shipment. 

(fanW !««• MS.) 
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Substitutes for Wood in Buildings and Cars. — As only smalt 
quantities of treated wood are used In the construction of 
buildings and cars, the substitution of other materials aSect»but 
little the wood preserving industry. 

A special committee of the American Railway Association ap- 
pointed in 1912 circularized the railroads of the United States 
and received reports from 247 railroad companies operating 
227,754 miles of track. The object of the circular was to ascei^ 
tain the progress being made in introducing steel passenger cars 
in place of wooden cars. The following table summarize the 
findings of this committee: 





Told 




Steel 


St«l UDdec- 
trame 


Wood 




1880 
3638 
3766 
2660 
1649 


26.0 
55.4 
59.0 
68.7 

85.2 


22.6 
14.8 
20.3 
20.9 
11. S 


61.4 
29.8 
20.7 
10.4 
3.3 








January. 1912 



The substitution of steel for wood in freight cars is also taking 
place at a rapid rate. While opinions vary widely at present, it 
appears that a combination of steel and wood will be the ultimate 
solution of many of the freight car problems. Similar changes 
are taking place in the construction of buildings in cities where 
the tendency is to reduce the fire hazard to a minimum. Steel, 
concrete, and clay products have replaced wood to a very 
large extent and there is Httle doubt but what such replace- 
ment is permanent. In certain cases, however, a reaction has 
set in, as it was found that many buildings supposedly "fire- 
proof" were really not so when put to the test. Thus wood 
floors and trim will probably remain for years to come. "Slow 
burning" factory construction has also been in demand. It is 
believed that "fireproofii^" wood used in such buildings will do 
much to remove some of the serious objections raised against 
wood and that this phase of the wood-preserving industry will 
grow to much larger proportions than at present. 

Substitutes for Wood Shingles. — There is a great variety of 
roofing materials such as metal, slate, tile, asbestos, etc., now on 
the market which are ^eplaciI^; shingles. This has been brought 
about largely through the demand for fireproof construction — 
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certain cities having passed ordinances prohibiting the use ot 
wood shingles within their congested limits. As buildings be- 
come more crowded and permanent, wood is invariably replaced, 
la general, roofs built of these "substitute" materials cost more 
than shingle roofs, not only for the covering itself, but for the con- 
struction necessary to hold up the greater weight. It is possible 
that the progress being made in "Qreproofing" shingles, will do 
much to retain their existence. If this one very serious objection 
could be removed, wood shingles would remain in favor. They 
possess certain characteristics such as cheapness, ease of repair, 
light weight, adaptability to artistic design, durability, resistance 
to he&t transmission, etc., which are in strong demand. 

Substitutes for Wood Conduits and Pipes. — The use of treated 
wood for these purposes is quite small, and forms but a small 
percentage of the total amount. Fiber conduit, tile, brick, and 
steel are all used in large quantities. Creosoted wood conduit is 
very durable and has given excellent service. It is comparatively 
inexpensive, easily laid and resistant to injury from settlement 
of the surrounding earth. The oil will, of course, attack rubber 
aud under certain conditions cannot be used. Large quantities 
of wood have been used in building pipes, particularly for irrigat- 
ing purposes. One decided advantage seems to be a lowering in 
the coefficient of friction through use — a result quite the opposite 
of metal, which tends to become rough and hence decrease the 
quantity of water which flows through it. 
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CHAPTER XX 
APPENDICES 

Minor Wood-presenring Processes. — No attempt is made to 
list and describe all of the various processes which have been 
advanced in this country to preserve wood from decay. To do so 
would prolong this book to several volumes. Some idea of the 
number of wood-preserving processes suggested can be gained 
by examining the list of patents given below. But to inform those 
who might wish information on this phase of wood preservation, 
a number of the better-known and more interesting methods 
will be briefly discussed. Some of them may eventually be 
extensively practised in our country. 

Thilmany Process. — Patented by Thilmany in 1876, the proc- 
ess consists in impregnating wood with copper sulphate (later 
zinc sulphate was substituted) followed by a second injection of 
barium chloride. The object was to produce a chemical reaction 
giving copper chloride and barium sulphate; the latter being 
insoluble in water was intended to plug the wood and prevent the 
copper chloride from leaching out. The process was tested by 
several railroads in this country without apparent success. 

The B-M Timber-preserving Process. — This process uses 
a combination of zinc chloride and aluminum sulphate as 
covered by patents held by Hubert umilhle of Schopfurth, 
Mark, Germany. It is claimed that the aluminum sulphate is 
not only an antiseptic salt, but gives a better solution to the zinc 
chloride and carries this salt deeper into the wood. It is also 
claimed to combine in part with the wood structure. The 
solution is injected into timber much in the same manner as zinc 
chloride in the Burnett process except that the temperatures are 
kept somewhat lower. From analyses of treated wood made by 
certain reputable chemists, it appears that better penetrations are 
secured in the B-M process than in the straight Burnett process. 
Some treating companies in the United States are now ready to 
treat timber by this process. 

249 
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The Goltra Process.— Named after W. F. GoUra of Cleveland, 
Ohio. For haDdllng ties the distinct steps in the process are: 

(a) Steaming ties upon delivery at plant. 

(b) Stacking ties for open-air seasoning. 

(c) Machuiing ti^. 

(d) Drying and warming ties in ovens. 

(e) Impregnation with antiseptic liquid. 

The novel features in the process are the steaming of the ties 
on delivery at the plant and then air -seasoning them; also 
warming the ties in ovens before injecting the preservative. So 
far as the author knows, this process is not in commercial use, 
although it has been considerably agitated in the past few years. 

The Hosselnian Process. — Patented in the United States in 
1897. This process consists essentially in injecting into wood 
a solution containing sulphates of iron and aluminum to which 
"Kainit" is added to neutralize the free acids which may be 
formed. The process was tested experimentally in Texas with 
poor results. Since then certain modifications of the process 
have been proposed by Barschall and some timber treated in this 
manner is now under test by the United States Forest Service 
with no conclusive results to date. 

The Creo-Resinate Process. — First practised by the United 
States Wood Preserving Company, particularly for the treatment 
of paving blocks. The wood is subjected to a dry heat, after 
which a vacuum is drawn and the creo-resinate mixture forced 
into the wood. This mixture consists of creosote (about 50 
percent), 48 percent rc^in, and 2 percent formaldehyde. A 
subsequent treatment with a solution of lime is then given. It is 
understood that the original treatment has undergone considerable 
change since it was first advocated. 

Robbins' Process. — Practised by the Suffold Wood Pre- 
serving Company of Boston about 1869. It consisted in passing 
vapor of naphtha into the retort after the wood had been run into 
it, the vapor being heated to about 260-300° F. Thb vapor 
was to expel the water from the wood, coagulate the albumen, 
and expand the wood pores. The temperature in the retort 
was then raised to 400° F. and vapor of creosote passed into the 
wood. The process was tested extensively, but failed. 

Powell Process. — This is an English process which has been 
tested extensively abroad but is little known in our country. 
It consists in boiling wood in a solution of sugar for a few hours 
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and then drying it in an oven at high temperatures. It is said 
to render wood resiBtant to ants and decay and nonabsorptive 
to water. Tests known to the author indicate the process has 
decided merit in overcoming the hygroscopicity of wood. 

Creoaire Process. — Advertised by the International Creosot- 
ing Sc Construction Co. It consists in treating wood similar 
to that employed in the full-cell creosote process, but after the 
desired amount of oil is forced into the timber the cvtinder is 
drained of excess oil and an air pressure applied to drive the oil 
further into the wood, thus producing an "empty-cell" effect. 
Tests made by the author show that this method drives con- 
siderable oil out of the wood and may cause "bleeding." 

Vulcanizing Process. — Practised by the New York Vulcaniz- 
ing Company of New York City. Sometimes called "Haskins' 
process." The timber is placed in the treating cylinder. Air 
compressed to 150 to 200 pounds per square inch is then forced 
into the wood through a water separator to remove moisture, 
and heated to about 400 to 500° F. for about 8 hours. The 
process rapidly removes the water from the wood and, producing 
a partial distillation, is claimed to render it antiseptic. A large 
number of ties have been treated by this process, some of which 
gave ior^ service. 

Cresol-caldum Process. — This is a Swedish process not 
practised in this country except experimentally. Agents are 
Blagden-Waugh & Company of London. The timber is handled 
much as in Burnettizmg except that the solution consists of a 
mixture of milk of lime and crysilic acid resultmg in calcium 
crysilate. It is under test in several places in the United States 
but apparently with little success. 

Cecil- Williams Process, — -An open-circuit circulating apparatus tor 
etnulsioniEing mixtures of preservatives of different specific gravities, and 
circulating all preservative fluid in the retort, for the purpoee of maintain- 
ing uniform temperatures in all parts of the retort (luring period of impreg- 
nation. Patented 1916. Other patents pending. 

The inventors claim: Perfect control of pressure, circulation and retort 
temperature, by means of a specially constructed, mechanically operated 
valve that, closing at a uniform rate of speed, gradually raises the pressure 
in the retort until the maximum is attained at which point the mechanical 
arrangement that drives the valve is automatically stopped. A relief valve 
is located in the circulating pipe between the retort and operating tank to 
prevent excessive pressure due to any increase of supply to the retort. 

In operation, mixtuKB are constantly agitated in the operating tank by 
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Any suitable means, aad while pressure is maintsjned, the liquid is passed 
through the retort back to the operating tank in any required volume, and 
all free air passes out of the retort. The process is accomplished with one 
pump and is positively automatic, requiring no attention from the operator 
after the pump is started except to empty retort when treatment is finished. 



A number of wood preservatives which fall under this heading are used 
in the United States, few of them in any appreciable amount. Perhaps the 
best known are Ihe "carbolineums," which are used quite extensively, eepe- 
cially for brush-treating timber. 

S. P. F. Carbolineum.— Handled by Bruno-Groache & Co. of New Yo* 
City. It is a preservative distilled from tor, which, according to the engi- 
neering department of the American Telephone and Telegraph Company, is 
somewhat similar on distillation to Avenarius Carbolineum. It has been 
used in this country for many years and has given good resulta. 

AvBturJus Carbolineum. — Made in Germany, but handled by the Carbo- 
lineum Wood Preserving Company of Milwaukee, Wis., and other cities. 
It is essentially a high-grade distillate of coal-tar specially manufactured 
and has been used in this country for many years with good results. 

C-A-wood Preserver.— A foreign-made product handled in this country 
by the C-A-Wood Preserver Company of St. Louis, Mo., with agencies in 
other cities. Essentially a high-grade distillate of coal-tar, which has been 
used in this country for many years with good results. 

Ttmbeiaspholt — Sold by the Indian Refining Company of New York 
City. It is an "aspholtic fiux" resulting from the refining of crude oil, and 
has no marked antiseptic properties, relying more on its waterproofing and 
"plugging" action to preserve wood. It is one of the more recent preserva- 
tives placed on the market. 

PreserroL — Sold by the Newbold Manufacturing Company, 13C Green- 
wich Street, New York City. Said to be a "creosote" mode from beeeh. 
It has not been very extensively tested in this country. 

Copperized Oil. — Handled by the Copper Oil Producte Company of New 
York City. It is an oil containing copper. The kind of oil used and amount 
of copper it contains apparently can be varied for specific requirements. 
It is one of the new preservatives placed on the market. 

Sodium Silicate. — Made by several companies in the United States. It 
does not readily penetrate wood, but has a marked tendency to decrease 
the inflammability of wood. 

SpirltUne. — Manufactured by the Spirittine Chemical Company of Wil- 
mington, N. C. This is a special "creosote" made from coniferous wood, 
and has been used quite extensively in the United States with good results. 

B. H. Presorvfttlve. — The agent in this country is Frans Workman, 31 
liberty Street, New York City. It is a mixture of line chloride and normal 
aluminum sulphate, and has been tested experimentally on a large scale in 
this country but has not been commercially practised to any appreciable 
extent. It is farced into wood in much the same manner as in Bumettiiing. 
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Holz-Hef«r. — Handled by the Vsughn Paint Co. of Cleveland, Ohio, and 
made in Germany. The wood is either painted with or dipped in the solu- 
tion. It is a greenish-brown liquid containing line chloride, copper, and 
creooote with ft specific gravity at 60° C. of 1.113. From teeta made at the 
U. S. Forest Products Laboratory it appears to be much lees toxic than 
creosote. 

Sodinm Fluoride. — Made by large manufacturing chemists in the United 
States. Little known in this country but extensively t«atod abroad. Ex- 
periments by the U. S. Forest Products laboratory indicat« the possibility 
of using this salt to decided advantage. Further teats are necessary before 
its fuU value is known. It is impregnated into wood as in the Bumettiiing 
process. 

Aciol. — Manufactured by J. Gerlache, Boulevard du Nord 68, Brussels, 
Belgium. This is a cuprous-ammonium salt, which is not used to any ex- 
tent as yet in the United StatM but is undergoiDg experiments with the 
U. S. Forest Service. 

Sapwood Antiseptic. — Made and patented by J. W. Long, Chicago, HI. 
It is a mixture of copper sulphate, sodium chloride, calcium sulphate, cine 
sulphate, and iron sulphate with water. Is now undergoing test by the 
U. S. Forest Products laboratory and elsewhere. Is claimed to prevent 
sap stain as well as decay. Toxic tests show it to possess a very low renst- 
ance to fungi. 

Imperial Wood Preservative. — This is a comparatively light gravity, 
greenish-black oil, handled in St. Louis, Mo., containing a high percentage 
of residue at 315° C. It is under test by the U. S. Forest Service and else- 
where, and is giving results not very unlike those obtained from coal-tar 
creosote. 

Krsodone — This is a special wood-preserving oil made by the Republic 
Creosoting Company of Indianapolis, Ind., and elsewhere and used lai^ely 
for preserving wood blocks. It is reported as giving good service. 

Locustine.^Manufactured by W. H. Huff, Beverly, N. J. It is reported 
as being a patented compound of nonvolatile petroleum products and certain 
animal and marine oils and antiseptics, which can be appUed to wood either 
by the brush, dipping, or impr^nation processes. 

CreoUne. — This is a very light gravity, brown oil containing much tar 
acids and water. In spite of this it is giving good results in some test pole 
lines set under the supervision of the U. 8. Forest Service and the Bell Tele- 
phone Company. 

Mjkantin. — Mykantin is a water-soluble preservative and is manufac- 
tured by Farbwerke vorm Weister Lucius & BrOning. It is sold in this 
country by Farbwerke Hoechst Company, 20-22 Natoma Street, San Fran- 
cisco, Oal. The preservative consists of a solution of dinitrophenol in 
water, which is said to be h^hly toxic against fungi. It is recommended 
by its manufacturer especially for use in the prevention of decay in wood 
used in building construction. 

Montanln. — Montanin is a water-soluble preservative manufactured by 
the Montanin Chemical Works, Germany. It is sold by the Montania 
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Company, 81 Fulton Street, New York City. It is recommended by its 
manufacturer especially tor uee in the prevention of decay in buildings. 
Montanin ia claimed by the manufacturers to be a very toxic preservative 
and is uaed in aolutiona of 2 percent or less in water. 

LjBter. — Lyater wood preservative is a heavy black oil obtained from 
hardwood tar. It ia recommended by ite maker for preserving wood used 
in dwelling houses, mills, boats, bridges, wharves, telephone poles, etc. 

Jodelite. — Jodelite is said to be a high-boiling coal-tar product of the 
nature of carbolineum, manufactured by Jos. Dee and Sons, Manchester, 
England. It is recommended by the manufacturer especially for brush 
and open-tank treatment of wood for prevention of decay, and also foruse 
against the attack of ants and termites. 

Conservo. — Conservo is a creosote product manufactured by Samuel 
Cabot, Inc., Boston, Mass. It is recommended for protecting all kinds of 
woodwork, especially shingles, ties, posts, sills, bridge, dam, and wharf 
planking, etc., from decay and insects. This company also makes a variety 
of shingle stains which are now widely used in this country. 

AtUs Wood Preservative. — This preservative is sold by the Atlas Pre- 
servative Company, 95 Liberty Street, New York, and it is a water-soluble 
preservative. It is said to consist of a powerful antiseptic, combined with 
an alkaline solution. It is claimed to protect wood from decay and from 
the attack of termites, and is also said to make wood fire retardent. 

ADtIiraBOta.^AnthrBsota is a high-boiling creosote product similar to 
carbolineum. It is manufactured by the Barrett Manufacturing Company, 
New York City. It has a specific gravity at 38° C. of about 1.11, which 
especially fits it for open-tank and brush treatments. 

Beechwood Creosote. — Beechwood creosote is manufactured by the I^ke 
Superior Iron and Chemical Company, Detroit, Michigan. It is an oil 
refined from hardwood tar and has toxic properties equal to if not better 
than coal-tar creosote. The oil is recommended for all kinds of work where 
coal-tar creosote is suitable. 

Barol. — Barol is said to be a carbolineum to which copper has been added. 
It is manufactured by the Anthracene Wood Preserving Company and is 
recommended for all kinds of work where carbolineum is used. 

Letteney. — Letteney is said to be a coal-tar product having the character 
of a carbolineum. It is sold by the Northeastern Company of Boston, 
Mass., and is used like carboUneums. 

Barrett's Grade I OiL — This ia a high-boiling coal-tar product and is 
manufactured by the Barrett Manufacturing Company of New York City. 
It is made especially for use in protecting wood from decay by the brush 
and open-tank methods of treatment. 



Q*n«rsl ChDinical Co.. 112 W. Adftms St., Chic*. 
GnKlli ChemicKl Co., ClevelBDd. Ohio. 
Sondoval Zing CompBoy. Eut St. Lciuii, lU. 
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LIST 09 HAiniFACTUSERS OF, OR DEALERS IN, CREOSOTE IB 

THE imiTED STATES 

AmarieaD Coudoit Compsji)', Eut Cbie>c<J- Ind. 

AmsriekD Tv Product* Company, CtiicaKo, HI. 

ArmiUc* Mumfuturinc Compuiy, Bichmaad, Va. 

Amsjiofca Wood Pnaarvina Company, Chicago. 111. 

Barrett Manulaetoiliia Company, Naw York, Chioaio, uid Tuioua oSo«&i 

Baniaday, J. B., 8«ttle, Waih. 

Batta, C. O., BpokaoB, Waab. 

Burton Coal and Lumbar Companr. Bait Laka City. Utah. 

CimllBa Portland Cament Co., AtlanU, Qa. 

Craoaota Supply Co., Chalmetta, I^ 

OhatBeld MmnufaetuilnE Co,, Carthace, Chio. 

Coal-tar Product! Compacy of Naw York. 

ClintoBk A Irvina Co., Kltiburgh, Pm. 

Dominion Tar and Chamlcal Company. Hdney. Nora Bootia. 

Dism t Win« Papar Co., (Sndimati, Oliio. 

Denver Oag A Elactrio Co.. DcOTSr, Colo, 

Intematlonal Craoialina A Conittuction Co.. QbIthIod. Ttat^ 

C. Lemboke A Company. Nev York City. 

J. F. Lewi* Manufacturing Co., duoago. III. 

National AniUne A Chamical Co., Naw York Ctty. 

Naahville Chemical Co., Nuhvllle, Tenn. 

Pahlam Bay Cbemioal Co., Mount Vanwn, N. Y. 

PaolSe CnoaotiiiB Co., Seattle, Waah. 

Republic CreoaotinB Co., Minnspolia, Minn. 

Semet-SolTay Company, Elnoaley, Ala. 

Southeni Roofing Company. Atlanta. 

United Qas Improvement Co.. Phtladelphla. F». 

Utah Ugbt A Railway Co., Ogden, Utah. 

Warren Brothen. Cambridge, Maaa. 

Weatem Electric Company, Salt Laka City, Dtah. 

Zopher Milla, 91 Williuna Bt., Brooklyn, N. Y. 

UST or WOOD FSESERVIITO PLANTS JK THE CITITBD STATES 

Eabtxbn' Statbb 



Loaadon of plant 



Ung bland aty. N. Y. 

Romo,N. Y 

BoDDd Brook, N. J 

Nawadi, N.J 

Patenon, N.J 

Maurer, N, J 

Port ReHling. N. J.. , . 

Qraenwlofa, Pa. 

Mt. Union, Pa. 

Bradford Je., Pa 

BradfonLPa. 

Buall. DMW Norfolk, Va 
Buall. neat Norfolk, Va. 



F«daralCr*o. Co. 

Federal Creo, Co. 

Amariean Creoaotlng Co 

Federal Crao. Co. 

Barber Asphalt Fav. Ca 

P. AR.R.R.,CR.B.o[N. J... 

Penna. R, R, 

Penna. H. R. 

Pittaburgh Wd. Free. Co 

Buff., Rooh. A Pgh. R. R. 

G. fl. Wood Pre*. Co 

Norfolk Cnaaating Co. 



Atlantia Crao. A Wood Pnaerrlng . . 
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LoaUon of iiluit 

QiinMvUla, Fla 

FeniucU, Fla 

jMlnonviilB, FU. 

HuU.Fl>. 

Maooh. O* 

Eular, Alk. 

Mobile, AU 

McAdory. Ala 

Southport, oeu New 

NewOrlBUu.1^ 

SlidallLa. 

ShnsvBport, Lb. 

Winnfleld, La , 

Bofaliua, La 

GnnwU, Mi- 

OuUpon, Mia. 

Gautier, MlM.. 

LoiiUnUai Miia. ...... 

Arienta.Ark 

Teurkana, Ark 

Daniaon, Tm 

ipTat 

1, Tet 

Sommvilta, Tat 

Huco, Okla 

Brumwick, Oa 

OalveiloD. T» 

Gnthria. Ky 



Southern Statbb 



ManaaliiB sompaiir 

Atlantis Coaat Lina R. R. . . . 

Southarn Pav. Cod. Co 

Epidncai A Ruaagll Co 

Cbarlotte Harbor and Nor, Ry. 
Co. 
CantralolGa. R. R. Co.... 

Southem Wd. Pm. Co 

Konser Lum. 4e C»o. Co. . . 

Republio Crscaotini Co 

TtDDMSM Goal, Icon and 1 

Ametiiaii Creoaols Wk( 



ShraTaport Creo. Co.. 
Louiaiana Crso. Co... 
Colonial Cno. Co.... 



Aysr A Lord Tie Co., . 

GuUportCwo.Co.,... 
V. PaHagoula Cno. 1 



Amerioan Crw>. Wka..,, 
Ayar A Lord Tie Co. . . . 
Int. Creo. A Cod. Co. . . 

Int. C»o. ACon. Co.... 



Mo. Kan. ATex-Ry.Co.ofTeute 1 

Nat. Lum. & Cno. Co 

Nat. Lam. h Creo. Co. 

Te«.4N. O. R. R-Co 

A.,T.iB. F. a. H. 

American Creo. Co 

Bruwwiek Creo. Co 

GalvaatOD Creo. Co 

L. A H. R. R. Co. 
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Lookllon ol plsat 

Toledo. Ohio 

Ta1wlo,Ohio 

Orrvjlle. Ohio 

Ciaciauti, Ohio 

iDdiuupolii. Ind. . . . 

Tsm Haute! Ind.... 

Btwminctoa, Ind 

CoLumbiu, lad 

ETUuvillCr Ind' 

VaokeisD. Ill 

CubondidB, III 

Muion, ni 

MmdiK>ii,Ill 

OklMburg, III 

Mt. Vsrnos, III 

MctTopalU. Ill 

Jonw, lU 

Boy aty. Mioh 

EHuutw, Mich 

MinoaapoUi, Minn. . , 

S*ndat(Hu, Minn 

Brunvrd. Minn 

BprincBeld. Ma 

KnoHi City, Mo 

Topekn, Ksn»i 

IndiKUapolia, lad. . . . 
Reed City, Mich 



Central Status 



FedenI C»o. Co 

Jenniwn-Wriiht Co 

Ohio Wood Pk«. Co 

Comp. Wd. Pr«. Co 

Republic Creo. Co- .,-,,...- 

Indians Ziatr-Cna, Co 

Chicago Creoaotinf Co 

Indiana CreOHtina Co 

IndianapohA, CoLqiabi* 8b South- 
■III Trao. Co. 

Indiana Tig Co 

Oiicoco Creoeoting Co 

Ayer * Lord Tic Co 

Ameiicaa Creo. Co 

Kettlo River Co 

C, B. *Q. R. R 

T. J. Mm Tie Co 

Joyoe-Watldna Co 

Inditn* Tie Co 

Michigan Pipe Co 

Chi.* N. W. Hy. Co 

Republic CiHHting Co 

Kettle Rirer Co 

Nor.PacKy 

American Creo. Co 

Ameriean Creo. Co. .-....- 

Union Podlle R. R 

AmerlcaD Creo. Co 

Mich. Wood Pr»«. Co 
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RoCKT MouNTiUN AND Pacific States 



. Gfwit Northera Ry, Co... 

. Nor.Pu. Hy. Co 

. . Auooada Cop. Min. Co.. 

,. C B.*Q. R. R.Co 

,. UoioD Pacifia R. R. Co... 
. . Bunkiir Hill mnd auUivui 



I DiUD. Lsncth 



. Pu«ot Bd. Wd. Pre«. Co... 
. , J, M. Colmui Co 



Lowell, Wub... 

Swttia, Wuh... 

Ela^lc Earbor. ^ 
Wyath, On..... 



St. fiBleiu. On... 

lAthkin, On SoutheraPui. R. R. 

BuiliDEton (asKT Port' 

iMd) Ore CoLumbU Cno. Co 

oaordo, N. Hex. El. Fuo A B.W.R.R. Co.. 

AlbuauaRiiw,N.M«.. A. T. & 8. F. Ry. Co 

OakUod, C*l jSo. FaelGo Ry 

iDcalH, Cal So. PadBo Ry 

!>sdro, Cal | S. P. L. A. A 8. L. R. R. . . 

miD. N. M IContineinalT. AL. Co. . 



Open-tank Plants 





Mnoa^ac compuiy 


built 






1S7S 

1007 

190S 

leiD 

laos 

190S 

1909 
1»0S 

1896 

1909 

1910 
1899 

1913 

i9ia 

1910 

1910 

,1919 


PoTUmouth, N. H 




Del., LMk. « Wat. R. R. CuJ MinlDS 

Dept. 
PhiU. ud Rodina Co>l and IroD Co. 
































Carbolineum W. P. Co 










San Joaquin Light A Pow*r Co 

San Joaquin Light 4 Pow« Co 


Sao Miguol. Cal 






















Carbolineum Heaiias A. Paring Co. . . 




L«An«Bl«,C.I 


Pao. Litht ± Power Co 
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UST OF "FIREPROOFING" PLANTS IS THE UITITED STATES 

New York, N. Y Standard Wood Treating Company. 

New York, N. Y Electric Fircproofing Company. 

THE AMODHT OP WOOD PRESERVATIVES 0SED IH THE 
UHITED STATES 

Creosote and zinc chloride are by far the preservatives con- 
sumed in largest quantities in the United States for preserving 
timber. About 3,000,000 gallons of other preservatives such as 
crude oil, carbolineum, and other varieties of preservatives de- 
rived from coal-tar were used in 1912. In addition, copper sul- 
phate, mercuric chloride, and aluminum sulphate were also used, 
the exact amounts being unknown. The consumption of creo- 
sote and zinc chloride for preserving wood is shown in Table 38. 



T*BLS3g. 


— The Approximatb Auount or Cbeosotb ani 

CONBHUED IH THE UNITED StATEB> 


Zing Chlobidb 


Y«™ 




CcHMOtS (■■■■OIUI) 




(pouncW; 
■II Aammtia 


I>om«tii! 


Fordm 


ToUl 


1908 


17,360,000 


38,640,000 


56,000,000 


19,000,000 


1909 


13,862,000 


37,569,000 


51,431,000 


16,215,000 


1910 


18.184,000 


45,082,000 


63,266,000 


16,803,000 


IPll 


21,511,000 


51,517,000 


73,027,000 


16,360,000 


1912 


31,136,000 


52,531,000 


83,668,000 


20,752,000 


1913 


41,700,167 


66,673,192 


108,373,359 


26,466,803 


1914 


28,026,870 


51,307,736 


79,334,606 


27,212,269 



AHOUnX OF TIMBER TREATED IH THE UinTBD STATES 

The amount of timber treated annually in the United States is 
shown in Table 39. 

In addition to the amount shown in Table 39, a considerable 
amount of wood was treated with other preservatives such as 
carbolineum, crude oil, and various coal-tar products sold under 
a variety of trade names, but the exact amount of which is 
unknown. 

1 AmerioaQ Wood PreserverB' Aesociatiou ProccedingH, 1915. 
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About 4,000,000 feet of lumber are alao given a "fireproof" 
treatment each year. 

LIST OF COHPAniES IN THE UNIIXD STATES EQUIPPED 
TO B1TILD WOOD-PRESERVING PLANTS 

.-UliB-Chftlmere Mfg. Co Milwaukee, Wis. 

Basshor T. C. Co Baltimore, Md. 

Bovaird & Seyfftud Mfg. Co Bradford, Pa. 

Caaey & Hedges Chattanooga, Tenn. 

Chicago Bridge & Iron Co Chicago, 111. 

Coeur d'Alene Iron Works Wallaoe, Idaho. 

Cole, R. D Newan, Ga. 

Erie Heating Co Chicago, Dl. 

Fairbanks Morse Co St. Paul, Minn. 

Graves {Wm.)Tank Works East Chicago, Ind. 

Gravier Tank Works Galveston, Tex. 

Jacobs (S.) & Sons Birmingham, Ala. 

Lockett (A.M.) & Co New Orleans, Ia. 

Logan Iron Works Brooklyn, N. Y. 

Manitowoc Engineering Works Manitowoc, Wis. 

Mine-Smelter Supply Co Denver, Colo. 

Mohr (John) & Sons Chicago, HI. 

Mor&n Bros Seattle, Wash. 

Morris Sherman Mfg. Co Chattanooga, Tenn. 

National Boiler & Sheet Iron Works Indianapolis, Ind. 

Payne & Joubert New Orleans, La. 

Petroleum Iron Works Sharon, Pa. 

Power ft Minii^ Machinery Co Milwaukee, Wb. 

Reeves Bros. Co Alliance, Ohio. 

Struther- Wells Co Warren, Pa. 

Union Iron Works San Francisco, Gal. 

Vogt (Henry) Louisville, Ky. 

Wiiliamette Iron ft Steel Works Portland, Ore. 

SPECIFICATIONS FOR THE ANALYSIS OF CREOSOTE 

A number of specifications for analyzing creosote oil have been 

proposed and are in force. Perhaps the best known and the one 

in most extended use is that adopted by the American Railway 

Engineering AsBociation, which reads as follows: 

Specifications for Analtsib of Creosote Oil Apfboved 
BT THE American Railway Enqineerinq Association 

1. The sample taken for analysis shall be strictly average of the 
whole bulk cJ oil to be tested. The oil shall be completely 
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liquefied and well mixed before samples are taken. Whenever 
possible a drip sample of not less than 2 gallons shall be taken 
commencing after the oil has started to run freely. When this 
cannot be done, as for instance, in large storage tanks, samples 
shall be taken from various depths in the tank by means of 
a tube or bottle, the number of samples dependii^ on local 
conditions. 

For taking samples during the process of treatment a 
sample of the oil shall be taken from the storage tank about 1 
foot from the bottom of the tank before the cylinder is filled, and, 
where possible, a sample directly from the cylinder during the 
process of treatment. For this purpose a thermometer well 
may be used. 

The sample to be analyzed shall be thoroughly liquefied by 
heating untU no crystals adhere to a glass stirring rod, and also 
well shaken, after which one-half shall be taken for analysis and 
the balance reserved as check test. 

2. The apparatus for distillii^ the creosote shall consist of a 
stoppered glass retort similar to that shown in diagram having 
a capacity as nearly as can be obtained of 8 ounces up to the 
bend of the neck when the bottom of the retort and the mouth 
of the off-take are in the same plane. A nitrc^en filled mercury 
thermometer of good standard make, divided into full degrees 
Centigrade, shall be used in connection therewith. In order to 
insure uniform results for comparative purposes, the length of 
the thermometer bulb shall be one-half (1/2) inch; but in no case 
shall a thermometer with a long bulb be used. The bulb of the 
retort and at least two (2) in. of the neck shall be and remain 
covered with a shield of heavy asbestos paper, shaped as shown 
in diagram, during the entire process of distillation, so as to 
prevent heat radiation, and between the bottom of the retort and 
the Same of the lamp or burner two sheets of wire gauze, each 
20-mesh fine, and at least 6 inches square, shall be placed. 

The fiame shall be protected against air currents. An ordi- 
nary tin can, from which aportionof the bottom and all of the top 
have been removed, placed on a support attached to the burner, as 
shown in diagram, will answer the purpose. 

3. Before beginning the distillation the retort shall be care- 
fully weighed and exactly 100 grams of oU placed therein, 
the same being weighed in the retort. The thermometer 
shall be inserted in the retort with the lower end of the bulb 
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1/2 inch frcan the surface of the oil and the condensing tube 
attached to the retort by a tight cork joint. The distance be- 
tween the bulb of the thermometer and the end of the condeuBing 
tube shall not be less than 20 nor more than 24 inches, and 
during the progress of the distillation the thermometer shall 
remain in the position originally placed. 

The dbtillate shall be collected in weighed bottles and all 
fractions determined by weight. Reports shall be made on the 
following fractions: 

to 170° C. 236 to 270" C. 

170 to 200' C. 270 to 316' C. 

200 to 210° C. 315 to 356'" C. 

210 to 236° C. Beaidue above 355° C. 

Reports shall be made on individual fractions. In making 
Buch reports it is to be distinctly understood that these frac- 
tions do not necessarily refer to individual compounds. In other 
words, the fraction between 210 and 235° will not neces- 
sarily be all naphthalene, but will probably contain a number of 
other compounds. 

The distillation shall be a continuous one, and should require 
about 45 minutes. 

When any measurable quantity of water is present in the oil 
the distillation shall be stopped, the oil separated from the water 
and returned to the retort, when the distillation shall be re- 
commenced and the previous readings discarded. In obtaining 
water-free oil, it is desirable to free about 300 to 600 o.c. of the oil 
by using a large retort and using 100 grams of the water-free oil 
for the final distillation. In the final report as to fractions, 
a correction shall be made of the amount of water remaining, so 
that the report may be made on the basis of dry oil. 

4. In order to determine the specific gravity of any oil, simply 
heat the oil iti a water bath until it is completely liquid. A 
glass stirring rod dipped into the liquid should show no solid 
particle on the rod when the same is withdrawn from the oil. 
When completely liquid, it should be stirred thoroughly and the 
hydrometer cylinder filled, which has previously been warmed. 
Insert a specific gravity hydrometer of good make, taking care 
that the hydrometer does not touch the sides or bottom of the 
cylinder when the reading is taken. This readii^ should prefer- 
ably be taken when the oil is at 38" C. (100° F.), because 
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at this temperature almost all oils are completely fluid. 
Where contract requirements specify a specific gravity at a dif- 
ferent temperature, such gravity is obtained by multiplying 
0.0008 by the number of degrees Centigrade, or 0.00044 by the 
number of degrees Fahrenheit, the oil is found to be above the 
temperature required by the contract, and adding the product to 
the observed gravity. 

If it is desired to make further chemical analysis for the 
determination of the low- boiling tar acids and the naphthalene, 
the following method is recommended, tentatively: 

"For the determination of low-boiling tar acids, the fractions 
should be placed in a separating funnel, to which should be added 
about 30 c.c. of the 15 percent hot sodium hydroxide solution, 
vigorously shaken, and allowed to stand until the dissolved 
phenols separate out and may be diawn off, after which repeat 
with successive sodium hydroxide solutions 20 c.c. each time until 
no phenols are left (the sodium solution comes off clear). The 
phenols so obtained should be separated by the addition of a 25 
percent sulphuric acid, slowly stirred in. When this reaction is 
complete, the phenols so obtained should be decanted and 
weighed." 

The Committee on Wood Preservation of the National Electric 
Light Association was not entirely satisfied with the above speci- 
fications for analysis and drew up a set of its own.' In the opin- 
ion of this committee the above specification does not fully meet 
present requirements because "it is generally admitted by chem- 
ists that the retort is an antiquated piece of apparatus," and fur^ 
thermore the test is not sufficiently stringent to detect adultera- 
tions. The specification for analysis which this committee rec- 
ommended reads as follows: 

ANALYSIS SPBCIFICATIOnS (NATIONAL ELECTRIC LIGHT 
ASSOCIATION) 

General 

"The apparatus employed in making the distillation and other 
tests required under these specifications shall conform in general 
to that shown on drawings Fig 26 (Fig. No. a) and Fig. 27 atr 
tached to and forming a part of these specifications, except that 
a five percent (5%) variation from the dimensions given is 

> Report of Committee on Preservative IVeatment of Poles and Croas 
Arms, National Electric Light Associatiou, 1911. 
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allowed. The distilling apparatus must be assembled as iadraw- 
ing Fig 28. As further defining the requirements in this re- 
spect, the following description of certain parts and manner of 
assembling is given: 

(a) Flask. — The flask required is a Lunge aide neck distilling 
flask, provided with a trap (Fig. 26), and having a tubular 
side neck thirty centimeters (30 cm.) long placed close to the 
bulb. The flask must have a capacity of three hundred cubic 



'Cf^± 




Fig. 26. 



Pio. 27. 



centimeters (300 c.e.) when filled to a height equal to its maximum 
horizontal diameter. 

(b) Thermometer. — The thermometer must be made of Jena 
glass and be nitrogen filled and graduated at intervals of one 
millimeter (1 mm.) in single degrees Centigrade, the scale reading 
to plus four hundred degrees Centigrade (+ 400° C). 

(c) Receivers. — The glass receivers may be of any convenient 
size and shape; the flask shown on drawing No. 27c is, however, 
recommended. 
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(d) Shield. — A shield ten centimeters (10 cm.) in diameter 
and eight centimeters (8 cm.) high, made of asbestos, must 
be provided (Fig. 27). 

(e) Support for Flask. — The flask must rest on an asbestoe 
board one-half centimeter (0.5 cm.) in thickness by fifteen centi- 
meters (15 cm.) in diameter, a hole five centimeters (5 cm.) in 
diameter being cut in the center of the board. The board shall 
rest on a ring stand (Fig. 2^). 

ASSBHBLmG APPARATUS 

The apparatus must be assembled as shown in figure No. 
28. The thermometer passes through a cork in the top of the 




Fia. 28. 



flask and is so placed that the top of the bulb of the thermometer 
is on a line with the bottom of the tubular outlet. The asbestoe 
shield is placed around the bulb of the flask and the flask mounted 
on the asbestos board supported on the ring stand as shown on 
drawing Fig. 28. 

Distillation Test 
Two hundred grams of the oil shall be used in the analysis, 
this amount being weighed on e balance sensitive to one milligram 
(1 mg.), in the following manner: 
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The flaak is first placed on the pan of the balance and weighed, 
and the weight recorded. Without removing the fiask, a two 
hundred (200) gram weight is placed on the opposite pan of the 
balance and a sufficient quantity of the oil dropped into the 
fiaak through a long stem funnel to bring the pans into equi- 
librium. The flask is then removed from the balance and set up 
as in drawing Fig. 28. Care must be taken that the cork 
stopper canyii^ the thermometer fits tightly into place. The 
flask should be heated, preferably by a Bunsen or other standard 
form of gas burner. The distillation shall be continuous and 
at such a rate that two (2) drops of oil per second (5 c.c. per 
minute) leaves the end of the tubular after the thermometer 
registers two hundred and five degrees Centigrade (205" C), 
or after all of the water has been driven off. The percentage 
weights of the following fractions shall be recorded: 

To 205" C. 
To 235° C. 
To 245" C. 
To 270" C. 
To 315" C. 
To 360° C. 

DETERMINATION OF FREE CARBON 
The apparatus required isasfollows: 
Knorr Condenser. 
Knorr Flaak. 

C. S. & S. No. 575 Filter Papers, 15 cm. diameter. 
Wire for supporting filter papers. 
Ten grams of the oil should be weighed into a small beaker 
and digested with C. P. toluol on a steam bath. A cylindrical 
filter cup is prepared by folding two of the papers around a rod 
about five-eights of an inch (6/8") in diameter. The inner 
paper should be cut to fourteen centimeters (14 cm.) diameter. 
Prior to using the filter papers, they should have been extracted 
with benzol to render them fat free. The filter cup is dried at 
one hundred (100) to one hundred and ten (110) degrees 
Centigrade and weighed in a weighing bottle. 

The contents of the beaker are now decanted through the 
filter cup, and the beaker washed with hot toluol, passing all 
washings through the cup. The filtrate should be passed through 
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the filter a second time, the residue washed two or three times 
with hot C. P. benzol and transferred to the extraction ap- 
paratus, in which C. P. benzol is used as the solvent, which 
solvent is vaporized by means of a steam or water bath. The 
extraction is continued until the filtrate is colorless. The filter 
cup is then removed, dried and weighed in the weighing bottle. 
C. P. benzol followed by chloroform may be used instead of 
C. P. toluol followed by C. P. benzol. 

Precautions. — In removing filter paper from the extraction 
apparatus see that no particles of mercury find their way into the 
precipitate. To prevent splashing, the filter paper should be 
elevated as near to the outlet of the condenser as possible. A 
good precaution is to cover the top of the filter cup with a round 
cap of filter paper. 

Sulphonation Test 

Ten cubic centimeters (10 c.c.) of the total distillate to throe 
hundred and fifteen degree Centigrade (315° C.) are placed 
in a fiask and warmed with four (4) to five (5) volumes of con- 
centrated sulphuric acid to sixty degrees Centigrade (60° C.) and 
the whole transferred to a grsuluated separatory funnel. The 
flask is rinsed three times with email quantities of concentrated 
sulphuric acid and the rinsings added to the contents of the 
funnel, which is then stoppered and shaken, cautiously at first, 
afterward vigorously, for at least fifteen (15) minutes and al- 
lowed to stand over night. The acid is then carefully drawn 
down into the graduated portion of the funnel to within two 
cubic centimeters (2 c.c.) of where the unsulphonated residue 
$how8. If no unsulphonated residue is visible the acid should 
be drawn down to two cubic centimeters (2 cc). In either case 
the test should be carried further as follows: Add about twenty 
cubic centimeters (20 c.c.) of water and allow te stand for 1/2 
hour. Then draw off the water as close as possible without 
drawing off any supernatant oil or emulsion, and ten cubic 
centimeters (10 cc.) of strong sulphuric acid and allow to stand 
for from fifteen to twenty (15 to 20) minutes. Any unsulphonated 
residue will now separate out clear and give a distinct reading. 
If under two-tenths of a cubic centimeter (0.2 c.c.) it should be 
drawn down into the narrow part of the funnel to just above 
the atop-cock, where it can be estimated to one one-hundredth 
of a cubic centimeter (0.01 c.c.) The volume of residue thus 
obtained is calculated to the original oil. 
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DBTBRHINATION OF TAK ACIDS 
One hundred cubic centimetere (100 c.c.) of the total distillate 
to three hundred and fifteen degrees (315° C), to which forty 
cubic centimeters (40 c.c.)ofasolutionofBodium hydroxide having 
a specific gravity of one and fifteen hundredths (1.15) is added, ia 
wanned slightly and placed in a separatory funnel. The mixture 
is vigorously shaken, allowed to stand until the oil and soda solu- 
tions separate and the soda solution containing most of the tar 
acids diawn off. A second and third extraction is then made 
in the same manner, using thirty (30) and twenty (20) cubic centi- 
meters of the soda solution, respectively. The three alkaline 
extracts are united in a two hundred cubic centimeter (200 c.c.) 
graduated cylinder and acidified with dilute sulphuric acid. The 
mixture is then allowed to cool and the volume of tar aclda noted. 
The results shown should be calculated to the original oil. 

COKE TEST 

In making the coke determination, bard glass bulbs are to be 
used. The test is to be carried out as follows: 

Warm the bulb slightly to drive oS all moisture, cool in a 
desiccator and weigh. Again heat the bulb by placing it momen- 
tarily in an open Bunsen fiame and place the tubular side neck 
underneath the surface of the oil to be tested and allow the bulb 
to cool until sufficient oil Is sucked in to fill the bulb about two- 
thirds full. Any globules of oil sticking to the inside of the tubu- 
lar should be drawn into the bulb by shaking or expelled by slight- 
ly heating it, and the outer surface should be carefully wiped o£F 
and the bulb re-weighed. This procedure will give about onegram 
of oH Cut a strip of thin asbestos paper about one-quarter inch 
wideandaboutl inch long, place it around the neck of the bulb and 
catch the two free ends close up to the neck with a pair of crucible 
tongs. The oil should then be distilled off as in making an ordi- 
nary oil distillation, starting with a very low flame and conducting 
the distillation as fast as can be maintained without spurting. 
When oil ceases to come over, the heat should be increased 
until the highest temperature of the Bunsen flame is attained, the 
whole bulb being heated red hot until evolution of gas ceases 
and any carbon sticking to the outside of the tubular is completely 
burned off. The bulb should then be cooled in a desiccator and 
weighed and the percentage of coke residue calculated to water- 
free oil. 
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Still more refined Bpecifications for analyzing creosote oil, 
e8i>ecially as regards the method of distillation and sulphonation 
residues, are those in use by the U. S. Forest Service. In the 
author's opinion these teats are much more exact than either of 
the two just given. They are, however, more troublesome and 
hence expensive to make, but where accuracy is desired, their use 
is recommended. 

Spbciucations fob Analtzino Creosote Used bt the 

U. S. FOEBBT SeHVICB* 

{Note. — All temperatures referred to in the following are on 
the centigrade scale.) 

SPECIFIC GRAVITT OF THE WHOLE OH, 

"The perfectly Uquefied oil is poured into a hydrometer cylinder, 
and, at a temperature of 60°, the specific gravity is read with 
hydrometer standardized against water at 60°. 

The somewhat prevalent method of determining specific 
gravity with a hydrometer standardized at 15° and then calculat- 
ing the results from the temperature of the determination back 
to 15° is roundabout and involves the expression of the specific 
gravity of creosote in the liquid condition at a temperatuie at 
which the oil does not exist as a liquid. The method is illogical 
and open to inaccuracies. With very rare exceptions creosotes 
are all liquid at 60°, and if the weight of a unit volume of the oil 
at 60° is compared with the weight of a unit volimie of water a t W, 
a true specific gravity is obtained. . . . 

FRACTIOHAL DISTOLATIOH 

The Hempel distilling flask of resistance glass is employed. 
The empty flask is tared, 250 grams of melted, well-shaken oil 
introduced, the platinum-wire plug and the glass beads put in 
place, and a second weight taken. The thermometer is then 
inserted in the flask, so that the first emergent reading is 200°. 
The flask is supported on an asbestos board with a slightly ir- 
regular opening of very nearly the largest diameter of the flask. 
A condensing tube is employed and the fractions are collected in 

' Circular 206, United States Forest Service. 



)v Google 



APPENDICES 271 

tared fiaska. The distillation is run at the rate of 1 drop per 
second, and fractions collected between the following tempera- 
tures: Up to 170°, 170''-205'', 205''-225'', 225''-23S°, 235''-245°, 
246''-255°, 255°-285*', 285''-295°, 295''-^05'', 305''-320'', and if 
feasible, 320°-360''. 

The characters of the fractions and their weights are recorded 
and the results plotted as a curve, in which the ordinates are per- 
centages by weight and the abscissae temperatures. . . . 
When the distillation has reached the 225° point, an asbestos- 
board box should be placed around the distilling Sask, to cover 
the bulb, but leave the Hempel column exposed. Drafts upon 
the distilling apparatus must be avoided. 

INDEX OF REFRACTIoni 

The indices of refraction of the different fractions between 235" 
and 305" are determined at 60° in a refractometer with light 
compensation. The results are plotted with temperatures as 
abscissffi and indices of refraction as ordinates. 

"index of Refraction. — The index of refraction ia the ratio between the 
Mnes of the angles of incidence and of refraction of light, expreaeed by the 

formula ji — -■ 5' where 7^ means the index of refraction referred to 

U sine a D 

sodium light, / equals the angle of incidence, and R the angle of refraction. 

The index of refraction varies with the temperature, but is constant for 

any given oil at a stated temperature. In making measurements of the 

index of refraction of the different fractions of a creosote distillation, it was 

necessary to make the measurements at 60°. The determinations were 

made with an Abbe refractometer provided with a light compensator. By 

means of this instrument the index of refraction may be read with great 

accuracy, and the measurement is one of the most exact which con be 

applied to such an oil. 

"SulphonatJon Test. — In contradistinction to the hydrocarbons of the 
paraffin series, those of the aromatic series react with concentrated sulphuric 
acid with marked ease. The products of this reaction, in which a sulpho 
group or groups replace hydrogen in the aromatic compound, are called 
Bulphonic adds and the process is known as sulphonation. For example, 
the reaction with benzene would be C.H. + HiSOt = C.HiSOiH + H|0. 
The sulphooio acids are characterized by their solubility in water. If a 
fraction from the distillation of a creosote oil be treated under proper con- 
ditions with concentrated sulphuric add, it will be converted into a mixture 
of sulphonic acids, which will readily dissolve in wat«r. If, however, there 
are parafhn bodies present they will not be attacked to the same degree as 

^ The following explanation of the index of refraction and of the sulphona- 
tion test is taken from U. S. Forest Service Circular 112: 
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the aromatic hydtocorbone, and when the producta of the sulphoiuition are 
treated with water the paraffin oomponentB will remain as a residual oiL 
In applying this test to creosote oils it has been found that the moat 
information is obtained by using it on the h^er boiling fractions." 

Specific Gravity. — The specific gravitiea of the fractions 
between 235° and 305° are determined by means of specific- 
gravity bottles. These bottles are filled at 60° and the weights 
referred to water at the same temperature. The results are 
plotted as a curve in which the ordinates are specific gravities 
at 60° and the abscissce temperatures. 

Sulpkonation Testa.' — Ten cubic centimeters of the fraction of 
creosote to be tested are measured into a Babcock milk bottle. 
To this is added 40 c.c. of 37 times normal acid, 10 c.c. at a 
time. The bottle with its contents is shaken for 2 minutes after 
each addition of 10 c.c. of acid. After ati the acid has been 
added the bottle is kept at a constant temperature of from 98° 
to 100° C. for 1 hour, during which time it is shaken vigorously 
every 10 minutes. At the end of an hour the bottle is re- 
moved, cooled, and filled to the top of the graduation with ordi- 
nary sulphuric acid, and then whirled for 5 minutes in a Babcock 
separator. The unsulphonated residue is then read off from the 
graduations. The reading multiplied by 2 gives percent by vol- 
ume directly. (Each graduation equals one two-hundredth of a 
cubic centimeter.) 

In well-equipped chemical laboratories the usual steam-jacket 
ovens, capable of maintaining a temperature of from 98" to 100° 
C, will keep the reaction mixture of the sulphuric acid and creo- 
sote at the proper temperature. It frequently happens, however, 
that creosotes are analyzed in a laboratory equipped only for that 
purpose, and for such cases a special steam bath or oven can be 
made by any tinsmith at small cost. It is essential that the 
chamber be of su£Scient size to completely contain (under the 
cover) the Babcock bottle; otherwise the exact dimensions of the 
steam bath are unimportant, and any two vessels of suitable di- 
mensions, which are at hand or can most readily be obtained, may 
be utilized in its construction. 

Tar A cids. — Fifty cubic centimeters of the creosote under analy- 

sb are measured at 60° into a small distilling flask by a pipette. 

The oil is distilled as completely as possible without breaking the 

distilling bulb, and the distillate is caught in a short-stemmed 

1 U. 8. Forest Service Circular 191. 
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100 c.e. separating funnel. At the end of the distillation 25 
c.c. of boiling hot 15 percent sodium hydroxide are added to 
the distillate and the mixture thoroughly shaken. The alkaline 
extract is then drawn off into a 100 c.c. cylinder and 25 c.c. 
more of hot sodium hydroxide added. After extracting with 
this second portion for 5 minutes, with frequent shaking, the 
solutions are allowed to separate and the alkaline extract added 
to the first portion in the cylinder. A third extraction is made 
with 15 C.C. of alkali. The total alkaline extract is cooled, 
acidified with sulphuric acid, thoroughly shaken, brought to 60°, 
and the volume of supernatant oil read off. 

Water, — After weighing the first two fractions of a fractional 
distillation they are united in a small separatory funnel and any 
water which is present is separated from the oil and its amount 
accurately determined. If particular accuracy is required in 
the estimation of the water it may be done by the Marcusaon xylol 
distillation method.'" 



"The oreosoted wood, in the form of borii^, turnings, saw- 
dust, or similar material, is quickly weighed and transferred to 
the 250 C.C. Erlenmeyer flask, and 75 c.c. of water-saturated 
xylol' added. The basin in which the fiask is placed should 
be two-thirds full of melted paraffin or of some heavy lubricat- 
ing oil such as cylinder oil. The bath is heated and the distil- 
lation continued until the distillate comes in clear drops. At 
the end of the distillation the condenser should be rinsed with 
the stream from a wash bottle containing xylol. After it has 
stood for a short time, the emulsion of w&ter and xylol separates, 
giving two clear liquid layers. The mean of the readings at the 
top and bottom of the meniscus, between xylol and water, gives 
the volume of water, and the percentage of moisture in the 
wood is obtained by multiplying the water volume by 4. There 
are always small globules of water adhering to the sides of the 
graduate in the portion filled with xylol. These are readily 

■ FoKflt Servioe Giroular 134, The Estimation of Moisture in Creoaotod 
Wood, A. L. Dean. 

' Water-saturated lylol is readily prepared by heating a mixture of wata 
and xylol with frequent shakings and subsequently removing the water in a 
separatory funnel. 
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scrubbed down with a piece of rubber tube on the end of a piece 
of glass tubing, which is better for this purpose than the rod com- 
monly used for a "policeman." 

It is important that the distillation be carried on slowly to 
allow all the water in the wood to volatilize. The finer the wood 
particles, the more rapid may be the distillation. If rather 
coarse material is used, the distillation should not run faster than 1 
drop per second. 

The apparatus shown in Fig. 29 was devised for making 
large numbers of moisture estimations on creoBoted wood. The 



Fia. 29. — Apparatus 

compaitments of the paraffin bath are larger than necessary for 
the 250 c.c. fiasks, but the apparatus was designed so that larger 
flasks might be employed when considerable wood was to be used, 
for purposes of investigation, to obtain very accurate results. 

MarcuBBon's method is well adapted to the estimation of water 
in creosote oils. The apparatus used for creosoted wood is satis- 
factory for creosote, except that a wire gauzo should be sub- 
stitute for the paraffin bath. The 250 cubic centimeter flask 
is weighed, 50 cubic centimeters of melted, well-shaken creosote 
introduced, and a second weight taken. Seventy-five cubic 
centimeters of water-saturated xylol are added and the mixture 
distilled until the water ceases to come off. The percentage of 
water is obtained by dividing the volume (cubic centimeters) 
of water in the distillate by the weight (grams) of creosote. The 
results are likely to run one or two-tenths of a percent too low. 
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THE DUSABILITT OF AHERICAN TIMBERS 
The durability of timber is so exceedingly variable that any 
general table is of value solely in securing an approximate idea of 
the durability of one wood as compared with another — and not 
as an index of what the wood will actually do under all con- 
ditions. For example, timber used in the South and exposed to 
the weather will decay quicker than the same timber placed under 
similar conditions in the North; timber cut from a given tree 
may be more durable than timber cut from the same kind of 
a tree which grew next to it; timber placed in one kind of soil 
may be far more durable than the same timber placed in another 
soil, etc. All of these variations have been discussed in the 
preceding chapters. Taking aU of them into consideration and 
striking an average for common practice, Table 40 has been 
compiled. It naturally follows that these figures are of chief 
value in comparing the relative durability of one kind of 
untreated wood with another, and it is believed that most of them 
are approximately correct. As more authentic data is collected, 
it Is quite likely that changes in the estimated durabihty will be 
necessary. 

TiiBLB 40. — TbeEbtiuated Dvrabiutt or Untreated Wood in Contact 
With the Soil 



CU^ X.— Vary duriJjls 

WD«ls. 

(Th« wood, will ptob<J,ly 

lut more than 20 ym™ 
in ooQUot with tbfl iDJl) 


CJa.. a.— DuTdbla wood.. 
(Th» *ooda wtn probkbly 

Im tbu 25 yemn In ooatul 
with the Kiil) 


CTm. C— Nmd«r.a)l8 wood.. 

(ThoM wood. wUl probably 
lut 1«. th»a 10 yau* Id 
OODtKt witb U» »il) 


Black locust 


Cheatnut 


Aspen 


Northern white cedar 


Southern whit« cedar 


Ash 


Western red cedar 


Douglas fir 


Beech 




Red gum (heart) 


Bireh 


Mulbeny 


WhiUoakfl 


Basswood 


OsBge orange 


Longleaf pine 


Balsam 


Redwood 




Cottonwood 

Elm 

Red gum (sap) 

Blue gum 

Hemlock 

Red oaks 

Western yellow pine 

Loblolly pine 
Sitka spruce 
White spruce 
Sycamore 
Tamarack 
Tupelo 
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List of U. S. Patents on Wood Proserratloit 



Nun> tad addrw at 


Title of patent 


;r;i ■>— 


Bennr AitkBU. DkiooIi. 

FiUdik, Bcotluid 


Prewrvidi timber. 


3G2.21fll Nov. fi. 1S86 


lU. 




18«,0SS Dae. B. 1878 


Mioh. 


Imptovwi mathod ot prev.Dtiiv 
decay in ths timber, ot bridce.. 

buildini.. ate. 


10«,M7| Aiia.S3,18T« 


Edir. R. AiKlram. N«« 
York. N. Y. 




24T,23«j 8ept.30.lSBl 


W. C. Andrew., Now 
York. N. Y. 




430,05s' June 10. 1890 


Philip F. Apfol. Suttle, 
Wuh. ud Ralph L. Ekrn- 
eit, Portlaod, Ore. 




888,1107 


Mar.ai.lSOS 


111. 1 pnaerviog wood. 


219,377, Sept 0, I87B 1 


R. W. Archer, Coipun 
Chri.ti.TM. 


«rvin«wood. | | [ 


MoKeiuie Amn. Briitol, 


■arvinf wood. 


60i.787i Apr. S. 1888 


MbEhibs Aron, Briitol. 

v.. 




033.778' Bapt. M. 1800 


W»h. 


Compodtioa for pnHrvini pile, 
from taredo, ate 


828,882 Bapt. 26, ISM 


Mu Buhert, Nsw York, 
N. Y. 




680,018 


Jan. 29, 1901 


N. Y. A D. W. 0-K«l. 

Ne*«k. N. J. 


Prewrvad wood and prowH of pre- 


602,713 


Apr. 19, 1898 


Thurmui Bulay, Brid- 

I»rt,Vt. 


parina wood lor rooBnc- 


128,361 


Apr. 3, 1873 


Ju.J. Barr.8lidBll.LiL 


*«.»„.„..«...,. |«„s 


June 18. 1007 


Ju. R. Bale, CiDoiDnati. 
Ohio. 


Prooau of preKrvini wood. 


823.384 


Julr 3, 1894. 




462,813 


May 19, 1881 


J. H. Bauer, Saaoton, Pa, i Improvamrnt in prooeuM lor treat- 


149,428 


Apr. 7, 1874 


1 pruervins wood. 


73,808J Jan. 21, 1808 1 
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Mua ud uldna 


Title of psMBt 


»-.•;[ D.u,-u.d 1 


Alnlri»B«™r, New York. 
N. Y. 




881.032 


Auc. 20. 1001 


V. W. Blaiuliud, Brid- 
port,Vi. 


Improved mode of piwwrvini wood. 


04,704 


Sept. 14, 1800 


Quido Blaoio. New York, 
N. Y. 




770,761 


Jan. 10. 1006 




•errini buiial osh*. «(«. 


17S,329 


Mk.28.18T9 


H. H. Blodiett, Orokhk, 
Nebr. 




006.702 


July 6, 18BS 




TreiUni r>Uway-el«ipen. 


313,912 


Mu. 17. 1886 






313,913 


Ml. 17. 1886 


John Bonwr, lUhway. 
N.J, 




703,622 


July 1, 1003 


£ivUiul. 


fiuidi. 


247.602 


Sept. 27. 1881 


8. B. Boulton, London, 


Method of preurvin« Umb«. 


360,0*7 


Apr. 12. 1887 


ooIb, Fla. 


■eryinc Umber. 


218,660 


Auc. 10. 1S70 




Proeeei of dyeiiu wood. 


706.093 


Mu. 30, 1001 


Je>. P. Brides. B«toD. 
Mu>. 


wood, leatber. «to. 


86.808 


Feb. ». 1860 


Robert E. Bricht. Qreo- 
tdl., MlM. 




887,583' Mky 12, 1B08 


puk, lU. 


W.»«rprool»d wood Mid method of 


»86,SS2 


Nov. 12. 1901 


Albsrt Briebm». New 
YoA. N. Y. 


ioc wood lor pmvini and othar 
purpoM* 


1SB.78B 


OeL 13, 1874 


Wm. Briiler. ond Wm. 8. 
Flnoh. Toronto. C«i«d» 




369,384 


M»r. 16, 1887 


Co.. Vt 




83.768 


Nov. 3, 1868 
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List of U. S. PfttentB on Wood Pnsenratioii. — Continued 



Nan» ud addww of 
invsntor 


Title of patent 


S'..1l — 


Sainl. P. Brown, Wuhlni- 
ton. D. C. 




llS.eail June 13. 1871 


W. C. Brown. CUoaao, 
III. 




M1.346', Dee. 27. 1881 


WaltM Bnahltr. Minne- 
apolU. Minn. 


Prewrvlo, wood. 


899.337 


Sept. 22, 1908 


Walter Bushier. Minne- 
apolU, Minn. 


Preaerving-ood. 


8M.480 


Sept. 32. 19C8 


Wm.W.Biuui»ll.Thoni»- 
Till«. Nebt. 




238.341 


Mar. 1, 1881 


Peter Grant Burne. St. 
Louie, Mo. 




884.092 Aug. 20, 1907 


RudDlpti G. Buratenbiu- 


Preservation of wood. 


200.002 Oct. 17. 1882 


Jaa. J. Byen, Gultport, 




868.960 July 2. 1907 


Saml. Cabot, Jr., Barton, 
Haaa. 


•erving wood. 


lS4.14ll No*. 7, 1876 




Compound for bleaching and pro- 
..rvlng wood. 


51G.I»l! Feb.30, 1804 


Jta. CaUcina. New York. 
N. Y. 




78,5h! June 2. 1808 
1 


Joi. P. Card. St. Louia, 


Pre«rTing wood. 


264.2741 Feb. 28. 1882 


Jot P. Card. St. Looia, 




317.440' May 6, 1886 


J. P. Card. Cbicwo, HI. Solution [or praMrrinf wood. 


4IS.682 


Jan. 14, 1800 


Joe. B. Card. Chicago. IlL 




816.104 


Mar. 20, 1906 


land. Cal. 




«ai.774 Mar. 21, 1899 




City. Mo. 


'-"'■■''"'-'""-'"" 


430.088 June 10. 1890 


Octave Chanute, ChiOMo, 
III. 


Proceag ol pte»rvinB wood. 


688.932 D«>. 17. 1901 


B. B. Chapman. Abbeville. 
Ga. 


Solution for preaerving lumber. 


7<t4.913 July 12, 1901 
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''-r„t"- 1 "--»»' 


p.™! "-i-^ 1 


Sydney B. Cluipinui. Bky- 
lund, N. C. 


Tnatad wood and prooeia al pn>- 
duoinc the same. 


83e.M 


Dae. 25,1B0« 


Emile Cheri«ny 


and preaervins woad. 


8M.704 


July 3, 1908 


William B. CU.holm. 


pm.,„»o.«r.,»d. 


802,680 


Oot. 24. 1906 


CbH- E. CUike. Quo. 
HuUfly, <iod J. C. aif- 
lord. Bu9.J<^ N. Y. 


Impmrad mode ol proMryini wood. 


07.104 


July 23, 1887 


E. W. Cluk, Hartford, 
Conn. 


Improved aotuljoa for the treat- 
ment of wood. 


94,Sfl9 


Sept. 14, 1869 


Sctli L. Cola, Brooklyn. 

N. y. 




134,410 


Mar. 12, 1872 


S«th L. Cols, Brooklyn. 
N, Y. 


Mrrihi wood. 


m.420 


Mar. 12, 1873 


Edw. Z. Colling, Camden, 
N.J. 


'"■■"'"■ '•"'-^"°^- 


310.8«)|j«..K.,188S 


Edw. Z. CoUinca, Camd«n, 
N.J. 


Method of prewrviDg wood. 


31T,73o' May 13, ISSS 
1 


Jo.. B Connelly, AU». 
,h«ny. P». 


Pn»r™lw»d. 


243,062 Jon* 31, 1881 


Silaa Conatant. Paekridll, 
N. Y. and John Bmith, 
Brooklyn, N. Y. 


•^nfwood. 


sn,M5 


Mar. 17, 1807 


aia> Conatant, PoekakiU, 
and John Smith. Brook- 
lyn. N. t. 




iie,274 


Juno 27, 1871 


Om. C. Cowlea, Bay Milla, 
Mi eh. 


UndrMaed lumber and prooaaa at 


748.878 


Dee. IB. 1903 


E. L. Cowlins. Boiton. 
Maai. 




84.733 


Deo. 8, 1888 


C. M. Crewm, Philadel- 
phia, Pa. 




78.SM- July 7. 1888 


C. M. Cnaaon, PhlWel- 
phi., P». 


•ervina wood. | 


Deo. 6, 1870 


C. M. Cresun. Ptuladal- 
phia, Pa. 




Deo 8, 1870 


Wm. Croem Briahane, 

Queeneland, 


Method of pnservini timber. 643.7S2 


Fab. 30. 1900 
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inventor | ..ueMpm»D. | p.t«it 


DateiWMd 


W. a. Curtii, uid J. D. 
Umaa, San r«noiK», 




6*11.228 


Aug. 27. 18BS 


W. Q. CurtU. ud J. D. 
Cal. 


PrwKH of prtwrvini wood. 


11^15 


D«i. s. isgs 




for sovsriaa welli. 


74,OM 


Peb. 1, 1868 


Edw. DkTii, Radondo, 
C>1. 




4M,W0 


D». 18. ISBl 


N.J. 


Mrvini wood. 


100.3S0 


Mu. 1. 1870 


J. A. D. Cw. Montrul, 
C«n. 


Wood prcHrvativB. 


1.M0.11T 


May 18. ISIG 


J. A. DechuM, New York. 
N. Y. 


Method of pteMviDC ud »»t«- 
proofioc wood. 


803.739 


Oct. 34. 1804 


E. J. De 8medt. Nbw 
York. N. Y. 


•errina tiiabet uid wood. 


100.808 


Mar. 8, 1870 


B. H. Drtwilw ind 
8. a. V«n Qikter, WU- 
tooMportPfc 


Improvement In preeervlnf wooda. 


lll.(HB 


Jan. 17, 1871 


Fred Diion. Londoo, En*. 


in«wood. 


181,651 


Auc, 22.1876 


B. V. B. DilODBDdJ.P. 

Cud, St Louk. Mo. 




23S.033 


Mar. 22, IBSl 


Jofan DoIbHr, Buk Fno- 
oi«o. Cd. 




333,104 


Dee. 22. 1886 


H. C. Dorr, Sbu FruidMD, 
Cal. 




»3.e85 


Feb. 10. 1884 


C. J. Dorle. PhiUdelphia. 




649,703 


Mat. 20. IMO 






1G2,6Z0 


June 30. 1874 


Wm. Drippa, ComUiviUe, 
Pa, 


ImproTod proceaa of reatoiing end 


M,40S 


Nov. 2. 180g 


P. H. Dudley. New York, 
N. Y. 


Apparatus for imprecnetioc wood. 


3S1,SS2 


Apr. 24, 1888 


N. Y. 


406.S66 Jul]' e. 18BB 


York. N. Y. KiTlM wood. 


iea84l| Majr, 12 1874 
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'*"""v«'^'^ tit..0lp..«.t 


S..1I ■>••"— 


p. F. DuBdon. 8u Fru- 
™o.CJ. 




7S3,OS3' Fab. 23, 1904 


ChM. J. Ewum, New 
York, N. Y. 


aarvJiK wood. 


134,133 Deo. 24. 1S73 




aarrini timbar. 


»34 Sept. Sa 1838 


H. F. Eokert. Bu Frw 
oiHw, C>L 




909,734J Nov. 38. 18S3 


H. L. Eddy, QtiUTK, N. Y. 


Improved method ot pnaervinc 

wood. 


6S.21T' Mar. 13. 18M 


W. E. EverttM. Tmodm, 


Metliod of pnaervioi wood. 


B013W 


Oct. 17. 190B 


Jimotian, N. J. pnwrylni wood. 




Sept. 3, 1873 


H. W. F.»«tt. Titmvill.. 
Pl mnd Thonuon Mc- 
Qownc Mendith. P>. 




133.000 


Jan, 33. 1873 


w«h. 1 


TM.3I2 


July 10, 1904 


P». proofint wood. etc. 


690,114] Pab. 38. 1800 


P.. 




6M.0M Mar, 11. 1M2 


Jo*. L. Fwcsll. PhiluUpUo. 
P.. 


Prooeai ol itppmnatmc wood wtlh 


M6.4W 


Mar, 18. lOOS 


J». L, Fbit.1I, 
PhUaddpliU. Pa. 


Finprooled wood and mathod of 
of makinc nmt. 


«9a,878 


Mar. 18. 1903 


Jo*. L. Femll, 


of makini aama. 


896,879 


Mar. 18, 190S 


Joa. L. Pernll, 




71MKI 


Dm. 33, 1003 




J». L. ForwU, 
PbiluletphU, PL 




718.401 


Dae. 23, 1902 


Joi. L. PorreU, 
PhiUdolphU. Tm. 




737.828' May 13, IMS 


Joa. L. Famll, 
Phlladdphla, PL 


Fiiaprool wood, eM.,uul tha art ol 


T38,1fl2| May 19, 1909 
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NuDe ud uldc«a of 
inveDtor 


™-»-" 1X11°""-" 


Ji* L. FerrBU. 
PhiUdolphU. Ph 


: 1 


N«« York. N. Y, 




J. W. PieldOT. 
Prinoston. N. J. 


■ervIiK wood bjr the Robbioa 
Pcoooai. 1 


HanryFUd. 
8(. Louu. Mo. 


Method of swisoniai wood. , 331,7S3[ Aik. 31. 1SS( 


Henrr Flad. 
St. LouU, Mo. 


Frooe« o( preeetvin* wood. j 231.7M Aot. 31, 1BS( 

i 1 


HsuryFlul. 
8t. Louii. Mo. 


timber for pr«erviii| it. | 


Webster Floekton. 




H. P. FoIhid, ud Howiird 


Bteriliied xtvated pole. ' 33T.S20 Dm. 4, IMS 

1 1 


Henry Pxe Fol»m ud 
Hoirard Jonee. 
Cirol«TiUe. Ohio, 


and pole.. 


8M.8i9 Juljr 38. 1908 


B. 8. Fotemui, 
Morriwn, DL 


railroad tiea. eto. \ \ 


B. 8. Fonnuui. 




B. M. Fowler. 
N«« York, N. Y. 


of wood. 


J. D. rttutkt. 




231,416. Auc. 34, 18S( 


ChM. S. Friedinui. 
Philadelpbu. Pa. 




<»3.ee7 


Feb. 18, IMM 


Wm. T. Gkrratt, 

Su Fruunno. CkL and 
8. J. Lynch. 

SanU Ctu>. Cal, 


pile.. 


218.600 


May 30, ISTt 


Loiik Cathmu, 




768,340 


Aua. 3. 1904 


Ja*. H. QatUoa. 


of old field pinei. 


118.188 


Mar. 28. 187: 
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Nmi>» ud Hldrw of 

investor 


Title of p.t.nt 


r.«.°!| "■"■-""■I 


J. W. Oeibel. 
Loyibura. P.. 


Pnioea of nimavin« up. eto.. (ram 


S2s,sie 


July 10, 1906 


Jo«ph F. Geisler, 
N«w York. N. Y. 




600,614 


May IB, 18« 


J«. F. Qaialer, 
New York, N. Y. 


Prooeee ot fireproofina and preierT- 


e75.82tt 


June 4. IMl 


NewYork, N. Y. 




87e.T39 


Aua. 8, IMl 


J. 8. Qeorte. 
Newport. Cre. 




fi33,6S7 


Feb. ^ ises 


P. H. Qerhud, 

Auetin. Tei. 




TM.eos 


July 11. leos 


Robert Gilbert, 
London. En«. 


Motbod of prewrving timber and 
other vweUble produoU. 


3fll 


Sept. 21. 1837 


C. C. * G. E. aUaua, 
Eldoik, lom. 




MO.6S0 


Mm IB. I89« 


J. T. Gilmn. 


Sap and aum eitrMtor. 




July a. 1907 


J. L. Gilmoro. 


ofpolefc 1 


Aua. IE. 1901 


Edw. Gold. 
Vueouvor, Cu. 




680.282 


Nov. 12, 1901 


A. P. GoodeU. Detroit. 
Mieh. 




I,lHiH4 


Mar. 30. 19 16 


A. J. Good win. 
Now Smynu, FU. 


copper. 


414.111 


Oet 99, 18B9 


Oeo. Wm. Gordon, 
PUlndelphi>. ?>. 


ProoBM o( preeerrina wood. 


7S1,B81 


Feb, e. 19M 


New Yotk. N. Y. 


wornu. dry rot or other prooewe 


232 


Juno 14. 1S31 


Wm. D. Grinuluw. 
New York. N. Y. 


Improvement in pti>ceaHH and ap- 


218,624 


Aug, 19, 1879 


Dlurehoim. 8ii^n. 


Channel-fumaie for treattae wood. 


24S.192' Oct. 31, IBOG 

1 


Hugo Gronwild, 
Berlin. Germ«r. 


Proseea oE proeervinf cork. 


273.64B Sept. 11. WW 
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Nsms and iiddrM of 


TitlB of patant 


XII ■— 1 


Huio Qronwild, 
Berlin, Qermuy- 


Prooeaa of preaarvin* a«rk. 


S30.S31 


Sept. 11, IMB 


Tomud Qolmni, 
Mllu, Italy. 




T07.aa4 


Aa«. ». l»Oa 


Tomuo Oulaunl. 
Miisn. Italj. 


Apparatiu lor impreanatins *i>od. 


713,030 


Not. 18. I»02 


N.W York. n'. Y. 


»Dod. ololh, paper, etc., with 

pMaffine. 


S!,T8S 


Fab. 20, ISM 


ErwiD Hxen. 
St. Louij, Mo. 




349.703 


Sept. 0. ISdl 


Ftud> H>ll. 




G0e,4B3 


Oet. 10, 1893 


Wm. A, Hkll. 
N.W York. N. Y. 




901.123 


Jui- ". IKIO 


Utt. Hanur, 
Huowry, Aortrii 


from dM»y. 


48,e3B 


Jul; 4, 18M 


Al«<. Honu. 
Hungarji, AuitrU. 




SI.EZS 


Deo. 12, ISOa 


Louii Hauon. 

WUmington. N. C. 


•OtiDM wood. 


T22.B0E 


Mar. 10, 1903 


Ludric HuHD and 
And™. Smitb, 
Wilmington. N. C. 




318.961 


Mar S. 1886 


Ludrlg Hw.«!B and 
Andrew Smith, 
WilmlnitoD. N. C. 


Pn»M< (or pteMirviix wood. 


31T,I2B 


May5,lSW 


Andnw Sm■tl^ 
WUmin,lon, N. C. 




322.3.9 


July 21, 18B8 


Thoa. Hanvar, 




S2.9Sfl' Mar. 19. 1807 


amith T. Hardlnf, 


Imptoved compound fot prenrr- 
iB« wood. 


88,009 


Auc. XT, 1807 


LouiaHarmyac. 
CincinnaU, Ohio. 


inc wood, metal, oaoras, etc. 


73.240 


Jan. 14, 1808 


S. E. HaakiD. 

A»(H!», N. Y. 




399.190 


Ml. 0. 1889 
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Nuu aDd uldrw of 


Title of patent 


S,;:i ■>•-'--' 


S. E. HHldD. 
Av<Hifc N. Y. 


eaaiaias wood. 


488.9071 Deo. 37. 1892 






SSO.«S 


April 13, 1897 


Friti HaadmBDD, 
Qar. 




a2e.S38 


Jnna 8, 1899 


Harmuui Haupt. 
PhiluMphia. Fa. 


aod oolorint wood or other fibroua 
mMoriaL 


99,180 


Jan. as, 1870 


Robt. T. Havana, 
WUDtinilon. OUo. 


Improved prooaaa for preparim 
wood for boote and ahoet. 


04.839 


May 1, 1800 


Joahoa R. Ha,«, 
Waridniton, D. C. 




107,904 


Oct. 4. 1870 


Ira Harrord, 
Boaton, Mas. 




101,013 


Mar. 22, IBTO 


Ira Hayford, 
BoatOD. Maai. 


pwatua for creatlBC wood. 


127,482 


Ju&e 4. 1873 


Ira Haylord, 
BnaEon. Maaa. 




194,773 


Sept. 4. 1877 


Wm. H.yman, 
TauntoD, Maai. 


prMnrvina wood. 


110,082 


Jan. B, 1871 


New York. N. Y. 


Improved mode of puiilyinc. eev 
aaninc, and pnaervinc wood. 


78,767 


Apr. 14. 1808 


New YoA. N. Y. 


Impiwed method of aeawminc and ' M.2h' Aug. 17. 1809 
pr«.rrin« wood. | | 


New York. N. Y. 


for proaervlac wood. | 


OoLG. 1809 


Hubert. Hiuina. 
Cambrid«e. Enc. 


MMOni»| wood. 1 


Mar. U, 1903 


Arthur Hdmea, 
Cortlud. N. Y. 


IroproveueDt in prewviog wood 1 09334 Feb. 30. 1876 
from decay. | 


Moaaow, N. Y, 




H. L. Honchlon, 
Mornaoo, III. 


ing and prewrvim wood. | 


Jane 11. 1807 


Chas. Howard. 

New York. N. Y. 


«tiD«WOOd. 


Mar, 3t, 1898 
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Tit]< of patiDt 


^•Jl ■>■•— 1 


Chu. Hownrd. 
No* York. N. Y. 


PiooMB fot pmerrios wood. 


890.400 


Sept. 3% 1008 


8Mtll>. Wuh. 


Pilo- protector. 


•"- 


Oet. IS. 1008 


Fruk A. Howie. 




197.230 


Not. 2a 1877 


Piem HuooD. 
Fuia. Fruco. 


bomiing wood. 


48.883 


July 18, 186S 


D. W. Hunt, 


wood. 


91.848 


June 22, 1869 


D.vid W. HuDt. 
S»n FroxelMO. Cal. 


Improvament In m«hiiiM for ky»n- 
iiins wood. 


*■"• 


Jw. 11. IBM 


ClovdMd. Ohio. 




ni.i3s 


Dee. 14. 1S7S 


C1«t(Juh1. Obio. 


fluid). 


171.13a 


Deo. 14, 1878 


W«»n IddiD... 
WuTen.Ohio. 




-"• 


Feb. 20, 1889 


B, A. J«>(«r. 
Bower's Sution. Pa, 


wood. 


"■■" 


Aa«. 18, 1B08 


Pkul Ji»«er, 
Ealinien. Gsrnwny. 




978.Slfl 


Mar. 9. 1807 


B. H. JeDki. 
Brideaburs, P>- 


Improved proeeai for oolorins wood 


88.110 


May 20, 1888 


B. H. Jenk*, 
Brideaburi. Ps. 


Improved mode of treitins wood 
eusinea. 


88.111 


May 20. 1868 


B. H. Jeoka, 
Brid«bur«. ?•- 


Improved prooeag ol ■euooins 


«.» 


Odt. 2, 1866 


Jo»pb Jone^ 
Nbw Orl«.M. L«. 




118,345 


Aoc. 18, 1871 


Thot Jonefc 

Citbtock. Ens. 


iervins wood. 


186.191 


Sept. 22, 1874 


Wm. H. Joi«. 
Roebeater, N. Y. 


aervint wood. 


133. BS4 


Oct. 20. 1872 
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Nuu ud iddnM ot 


TItIa of psMBt 


:l»ii ■>•••—' 1 


Nuholu Ttulmuy, 
Bonn. P™«i 




8SJ93 


Mar. 30, tS«S 


HMttle, W«h. 




a9T.633J Apr. 18. 1903 


Erut KoeplQc, 




eVDMi Jan. M. ISOS 


Fruii L. Konred, 
MiButoc, GsrmMy. 


MethcKl ol anproofioc Kaod. 


8».8ai! Aui. 1. 18M 


H. E. KnuUt. 
DaUM. Tei. 


Appantu* for tnatios timb«r, rail- 


249.M3I Nov. 32. IBSl 


Rodolpb KroU. 


borisia in «ml»r to permit the 
entianoe ol ^r. 


73T,fi7S Mar 13. 1S03 




Method ol produeiDi liquid-tifht' 2M.4S6- April IS. IMS 


Barthold Kuckunk. 
W.tii»»iWBrB<irli>i.O<!r 




Jidin Howud Kyu, 


Improved mode ot preHtvina tim- 
■lan« from deoay. 


800 


June 23. 1838 


SylvBtttr W. L*brM. 
No. OrlHuu, La. 


ProoBH ol preaervina wood. 


862.188 


Auc. e, 1907 


Ju. Quy La Fonte, 




201.032 Mar. 5. 187S 


F»d. E. L«np.rt. 

Sui F»Dci«». Cal. 


Coating for pilaa. 


1M.744 June 23.1891 


C. 8. LHr»i><», 




S82,3S3 Sapt. 10, 1901 


Fnd. Lou. 
St. Louli, Mo. 


aervinc wood. 


109.027 Nov. 8. 1870 


Fnd. Lw, 
St. Louii. Mo. 


ina. and leaaoning wood. 


na,9aol July 11. 1871 


Fr»oo«. 


Appaiatua lor dy«n« aod Imprac- 


fl0»,*42 


Au|. 23. 1898 


Osorc Prwdrioh Lebioda. 

Bauloco^^ur-aaiDe. 
FruM. 




M4.262' Feb. 27. 1900 
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Inrgotor 


■nu. of p.t«.t ^;^^ j D.*, i»u«i 1 


FnD«. 




Ad(. 14. 1900 


Owrc Fiiedricb LtUod*. 
BoulociuH«ui-8ei», 
Frann. 




ese.3iT 


I>M. IT. 1901 


Own Friedrioh Lctuodk. 
rtangg. 


Proceai of abtainlnf imprecDBUd 
wood. 


T2g.3S2 


May », 1903 


ChM. T.Lw, 


ProoM of pnwrini «ood. 1 4I9.BSS 


Jan. 21. 1890 


Louia L. Ls Fnao. 


1 


D«. 4, 1900 


teu P. LihiD*. 
Cl*v»land. Ohio. 


PnHr>sd wood and prooeH of pre- 
puiocume. 


780.178 


Mar. 29, 1904 


JohD T. Lloyd. 
N«w York. N. Y. 




89a.5Bl 


Anc 25. 1800 


Prsd. A. Lobmt, 
Nation*! City. Ckl, 


Compound for prenrvios Ombar. 


MCBOO 


Sapt. 24. 189S 


Brooklyn. N. Y. 


iQ« wood. 


1T4.B14 


Mar. 21, 1878 


JohQ ThoB. Locu. 
TourkMik. Tei. 


Proow of praaarvini wood. 


SS1,7B3 


81^28, IWO 


J. T. Loiu, 

Tomtrkut. Ttx. 


>nda of loaa. 


830,692 


Nov. SO, 1908 


JohQ Loomii. 


B<diitian for Kuonini and pro- 1 I73,8fll 


Mar. la. 1883 


Ktlrford. N. Y. 




Cothbart B. Lowry. 
UdDstOD, Ky. 




S31.4S0 S««t. IS, IWW 


Cuthbert B. Lowir. 
Leiin(tOB. Ky.. 

ChioBSO. III. 


M«an> lor vithdnwinf and lon- 
deniinc vapora. 


902,097 


001.27,1908 


M. A. LuekmbKh. 
D<.n»er, Col. 


Procta of Ueatini wood to prsvent 
d.«»y. 


473,705 Apr. 29. 1B92 


0«o. A. Ludincton 
Akron. Ohio. 


«naou.Ion«th.. 


TS4,07SI Mai. 8, 1904 
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N»».-d«ldr».of 
inventor 


Title at paunt 


No. of 
patent 


DateiHiMd 


Crecory Lulcini. 

Bnetwstar. III. 


Preaenrina wood. 


21S.S4S 


Auc IS. 1S8I 


Aatiouette Muauley. 
Ft. Dodfs, Iowa. 




778.321 


Deo. 27. IHM 


J. C. M»ll<«i«, 
CharleBton, 8. C. 




ss6.ees 


July 31, 1S8S 


Bcboplurth Dotz 


and the like. 


BSS,2M 


Sept. 8. lOOS 


J. C. ManhkU, 
Oakland. Cal. 




ZS9.030 


June 0. ISS3 


Detroit. Mich. 




SSa.OBT 


Dec S. 1S8S 


U. 0. MaGoneial. 


■ervincwood. 


IM.SSO 


July 1, I8TS 


Jaa. MoK«>B, 

Oakland. Cal. 


Prooe« ol prewrrin. Umber. 


4S1.39S 


Oet. 18. 1S»1 


Cbicaco, lU. 


Proeeaa of aolidUylni wood. 


S7S.g7S 


Jan. 39. 18»7 


New York. N. Y. 


from deeay and mUdew. 


S4,SZ« 


Sept. 7, 1880 


Wm. K. Millar, 

Canton, Ohio. 


Improvement In borial saoM. 


S7.1Mfi 


All* 28, I8W 


E. P. Morons. 
Boeto>i.MaM. 




lS4.47fl 


Dee. SI. 18TS 


L. D. Mott. 


metal. 


2El.eig 


Jan. 8, 1883 


Ban Franoii^o. Cal. 


Prew^rved wood. 


236.000 Deo. 2S. 1S80 

1 


Peter Murray. 

Seattle. Waah. 




1SS.991 


Apr. 3B. 1893 


H. C. Myor., 
Cleveland, Ohio. 




S37.3B3 


Apr. 9, ISeS 


Robt. Newell. 
Philaddphia. Pa. 


Improvement in sompoiiDd* for 
ooatins wood and other artielea to 
render them aaid proof. 


140,S30 


June 21. 1873 


B. R. Niokeraon, 


hardenint wood. 


107.830 


Sept. », 1870 


W, W, Nocman, Hunier 
TiUe. Mo. 




ljtl,«ll 


June 8, ISIS 
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List of n. S. Patonts on Wood Preseiration. — Continued 





T^tleo. patent 


No. of 


Daleianied 


Wm. C. Jon«, 
W. J. H. Btntfocd. 
F. B. ByroM. ud 
E. J. Niioo. 
TBi»ikiui«, T«. 




feOt.lSJ 


No*. 7. IBOe 


Pitriok 0'Bri«D, 
South Bend, Ind. 


pariDf the aurfaoe ol wood-work ot 
oarrlaoBL 


176.831 


Apr. 4, 1878 


John OUvar, 
Toronto, Can. 


dryin* lumber. 


142. S47 


Sept. 2. 1873 


Ceo. Palmar 




«,148 


Aug. 1. isas 


Cha.. W. Parker. 
Gsnw» Fork. Pa. 


Pre«nHo,po.«,et.. 


37B.4Ee 


Feb. 28. 18SS 


Wm. D. Patten, 
Now York, N. Y. 




802,311 


Oct. 17. IWU 


Joi. Paul, and 
Ira HoytoH. 
Beaton. M«M. 


Improvod pKHWaa of treating wood 
better lurfaoe. 


S5.SS3 


Oot. 6. 18«9 


Ch«. Payne, 
SoDtb Lunbeth. Enc 


■arvincwood. 


7,3M 


May 28, 1850 


Wm. T. PdloD. 
New York. N. Y. 




113,338 


Apr. 4, 1871 


Wm. T. Pel ton. 
New York, N. Y. 


seasoninK and preeerviac wood. 


131,080 Feb. 27. 1S72 


Herbert Elmer Percival. 
Hoiuton. Tei. 




SB1,72S June 23, 1V08 


3aml. R. Percy. 

New York. N. Y. 




Z4S,86e 


Not. 22, 1881 


JokI Pfialer. 
Vionn* AuMria-HuBiarr 


Method of preaerrinE timber. 


983,792 


Ool. 1. 1901 


Joeaf PGater. 
Vienna. Austria-HunMry 


Process of stainiof woods. 


708.061) 


Sept, 9, 1S03 


Joee't PBater. 
Vieuia, Austrio-Humary 


■ttOnlnc wood. 


733,010 


Joly 28. 1903 


Geo. PhilliiB. 
Key Weet, Fla. 




4M.S47 


Not. S. 1S8» 


Qao. Philllpa, 
Key Woat. Fla. 






Not. S. 1889 
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LUt of U, S. Patento on Wood Preaervatioa. — Coniinued 



Nun* ftDd uldna of 
inventor 


T,.,. .>„».. |»°„;; 


Date ieeued 


A. H. Piatot. 
BTDoUyD, N. Y. 


Prooen of fireproofint wood. 


737.468 


Aua. 38, 1S03 


Wm. PoirsU, 
lirttptxA. En«. 


Vuleuited wood and proeeee of 


71Mi.2«) 


Mer. 31, IWM 


E. L. Pow<a, Nbw Oritu*. 

Ln. 


maUn. «m>e. 


iMijm 


Au«. 24. 1018 


Theo. Pridluim, 
PeUnhun. 

Nbw Bo. Widefc 


Coatlnc tor timber. 


«S3.S21 


June 0, 1891 


D. R. Prindla, 
Eut BMluuiy, N. Y. 


wood and Umber. 


03.300 


Mm. so. 1M7 


Tlio^ N. Prndden, 
a>n Pnndwo. Cal. 


Method end appuatiu for prolect- 


S66.M8 


Jane 4, 1007 


A. D. PurintoB, 
Dover. N. H. 


IKXU, tlmbem, ete. 


78.601 


Juno 0, 1888 


Geo- Purtkuehen, 
Hoboken, N. J. 


Dstinc wood with tai and other 
materialL 


64.703 


May 14, 1867 


J«. W. Putmui, 
Not OileanK L^ 


Apparatu* tot t«.tin« wood tor j MT.M7 


Oct. 4, 1881 


Jo*. W. Putmu, 
New Orleuu, La. 




266.016 


Oct. 24, 1SS2 


Jm. W. Putmu. 
New Orlaaiu, L*. 




404.302 


May 2S, 188B 


Jo*. W. Patm*D. 
New Orifuu. Lk. 




40S.M7 


June 28. ISBfi 


TMomn, W..I1. 


ProoeiBoland apparatui fortreat- 
inc wooden Mopple*. 


638.770^ Mar. 13. ISSSJ 


Frederick RuMme, 
Ipewieh, Greet Briton. 




S6.Z16 


May 29. 1S«6 


John M. Reid. 
AUeiheny City. Pa. 


Improvement in preeervin< wood. 


154.787 


Sept. 8, 1874 


Peter C. Rellly. 


Preeerved wood and method of 
makinceame. 


001,867 


Oct. 30, lOOS 


Peter C. RelUy. 
iDdiuepolii, Ind. 


Preeerved wood. 


869.904 Sept. 20, IVOS 
899.S06 


R. P. Reynold!. 




7B2.48S July 13, 1908 


H. L. Rioki, 
Eureka. Cal. 


timber.. 1 | | 
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Llat of n. S. Patents on Wood PreBuration. — CottUnved 



Ninie Biid addnH ol 


•ntb ot p.t«nl 


?::»1l — 1 


Bunl. mnivrid, Fla. ud 
Edw. EiirU, 


ImproTed mode ol praHrrinf lim- 
ber by boillnj the wma io lime- 


877 


Aua. a, 1B3B 


L. 8. RfflbWDB. 
New York, N. Y. 


wood. 


*7.I3a| Apr. 4, ISeS 


L. 8. RobblUh 
New York. N. Y. 


telecrapb pole.. 


8«,345| Apr. 27. ISW 


L. 8. Robbina, 
New York, N. Y. 


eeiYincwood. | | | 


L. S. RobbiD*. 

EllubeLh. N. J 


puatne for preBerviiic wood or 
lumber. 


317.022' July 1. 1879 


L. S. Rebblni, 
N»r York. N. Y. 


Preeervina wood. 


e.S12 Dee. 21. ISSO 




Fenoe-poet. 


eA6.e3s Aua. 7. laoo 


W. W. BoblDHD. 

RilMti. Wi.. 


Prooeii of pi uuLi i inc wood. 


2IM.e7e| Mar. 4. ISM 


H. N. HDce, 
Pietw BtSor. mnd 
Paru. Ftu«. 


eervinc wood ud other nfettble 


1B1.2B7 


May 22. 1877 


Ju-Rowe, 




440.S32 


No*. 18. IBM 


8am-l. M. Row*. 
Chi«,o. 111. 


tuke. 


t»0e.l44 


Dee. 26. 1008 


Kul RuBker, 




WI312 


Ju. 28. 1902 


Mu Rupioc, 
Charlottanburc. Oor. 




707.7B9 

7M.799 


Sept. 23, 1902 


Juliui Rutcen, 


method of makina ume. 1 


Emile Sibntbe, ud 
Loub Joiicdno. 
P««.Fr«ic«. 


material. 


68.036 


Sept. 11, isoe 


That. B. B*mp«D 
New Otieuu, L., 


Prooaaa of prsMrnnf lumber. 403,144 


"■"*■'"• 
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inTeBtor 


Title of patont 


patant 


Dais iMuad 


J. L. Sunusla, 
Sua Fr«i.d«o. d. 


■orvini tho aamo. 


a0.7S4 


Jan. 1. 1887 


Suttls. Wuh. 




a78,aoi 


July g. IMl 


Vuioouv.r. Cm. 




n4.62I 


No*, as, 1«D2 


Juliua Sahnnkel, 
Dortmund, Oer. 


ProMM of laipr«Biiatin» irood. 


us,4ro 


Aui. 7, lOOO 


Dartmunil. Qer. 


Proesaa ot fireprooGDi wood. 


947,438 


Apr. 10, 1M» 




Pr—n-ln, wood. 


4,660 


JUM fl, 1S48 


Jn Bcbiwibig, 
Nbw York, N. Y. 


uralinjoorkt 


S9a,7B8 


Mar. 1, 1898 


ChH. A. SMir, 
Now York, N. Y. 




eg.zso 


Bopt. 34, 1867 


Jo.. A. SoihU. 
DmTor. Colo. 




374.308 


D«i. 8, 1887 


Buffalo, N. Y. 




108,886 


Anc. 33, 1870 


Morria ShermM, 


Moan, lot wcurinj h«d> to boilora, 
oylindor., olo. 


781,371 


Jan. 31, 1005 


S«ttls, Wuh. 




878,704 


JUM IS. IBOl 


J. E. 8ieb«l, 
Cblcnto. 111. 




ne.ft38 


July 4. 1871 


H. V. 8imp»ii, 
LoDdoD. Bnc 


Fir.pro.fln. wood. 


848.101 


Mar. 37, 1900 


H. V. 8imp«n, 
London. Eug. 




868.237 


Fob. IS. IBOl 




Archibald J. Sinolair, 
Chioaco, lU. 


with aapbalt. 


893,391 


July 14, 1«08 


Smith A. Bkinner, 
Eoorick Falla. N. Y. 


Cordaos and twina to be uaad in 
bindina ahoavH ol pain. 


2£S,040 


Mar. 14, 1883 


BM Smith 
Spaniah Camp. Toi. 




144.327 


July 13. 1881 
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Lilt of n. S. Pateats on Wood PreBervatioii. — Continved 



InTBQtor 


Title of patent ^^^^ | Data iaa»d 


Q«a. B. Bmltb. 
PhilulelphU. P» 


aerrlni wood. 


a«. B. Bmith, 


made fira-proof. | 


W. B. Bmith, 
La FaystU. 111. 


timber. | 


W. H. amith. 

BWubwriU*. Ohio. 


teetlDi prevsrrative liquida isto 
wood. 


111.784 


Feb. 14. 1871 


W. L. SB^tb. 
Naw ToA, N. ¥. 


1 


Oot. 14, 1902 


P. 8. Bmout, 
Evaratt, Waah. 


and timber. 


B00.6B1 Deo. B. 1905 


Brooklyn, N. Y. 




77,777 May 18. 1808 


8. T. apaoiding. 
J«i«. Conn. 




Oao. Hpaifc 
Dutch Kail, N. Y. 




3ST37s' Au«. 7. 1888 


Chaa. F, Biriclwr. 
Now York, N. Y. 




3,03s' June M, 1844 

1 


I. B. Bpcacue. 
Eirarett, Waafa. 




604.212 Feb. 30, IWa 

1 


Jm. D. BtanlBy. 
Eaatovar. B. C. 


timber. 


301.WS' Apr. 12. 1887 


Ju. D. StaBlay, 
WUminaton, N. C. 




Z82.38S' July 31. 1883 


Jaa. D. Stanley. 
Eaatonr. B, C. 


Devin lor ohanini loca. 


301,183' Apr. 12. 1887 

1 


Cbaa. W. BUnton, 
Mobile. Ala. 




730.8081 Aoc. 4, IMU 


Adolpbe Sta. Maria and 
AUmi HoSmu, 


Proce- of M«»nln| wood. 


070,000] June 4, IWl 


Jaa. C. Blaad. 
Jeraey City. N. J. 


»rvin( wood. 


148,03o' Mar. 17, 1S74 


L. M. Btam and Edw. M. 


Appuatui for ImpreRnatinc wood. 


002,104 


Not. 20. 1900 1 
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Title o( patent 


»»,.:!|».»u...d| 


F. A. 8t«vei». 
Chioaco, III. 


aervitic wood. 


102,726 


May 3, 1B70 


Chu. Stollb«n, 

Tolwto. Ohio, 


Sheet-metal lap receptacle or 


&67.B*e 


June 28. 1907 


Richard Sutphea, 
FreehDld, N. J. 


Improvement in wood-preiervin( 


120.009 Oct. 17. 1S71 




wood. 


1«2.29S Auc 2S, 1S73 


Ban FraDcisco. Cal. 


Pnaerving irflw. 


261.045 July 18. 1882 


A. H. Tut, 
Jeraey City, N. J. 




118,7841 June fl. 1S71 


ViBnna. Aiutria-Hungary 




320.073! Nov. 10, 1886 


Chaa. Taylor, R. I. Murch- 
i»™. ai>d Geo. Bbarpe, 
Meiboume, Vicloria. 


''""'™""'"'"-™ ""'"'■ 


391,»9 


Oct. 18, 188B 


J. H. Taylor. 
New York, N. Y. 


Improved proceaa of preventing 


70.781 


Nov. 13. 1867 


Wm. B. Taylor, 
Wiiiun»'l>, Fla. 




7S9,«a8 


May 17. 1904 


L. N. Teaohman. 
LiMoln. N.br. 


w«d.p™.„i„..»p«,a».. 


277.810 


May IS. 1883 


Horace Thayer, 
Wawaw, N. Y. 




48.537 


Dec. 20. 1804 


Waldemar Thilmany, 
CI««UiMl. Ohio. 


Improvement In ^paratua for im- 


'"■™ 


May 23. 1878 


Cleveland. Ohio. 


Improvoment in proceesee for pre- 

aorvin. Umber. 


202.878 


Apr. 23. 1878 


Nathan H, Thoma.. 
New Orleans, La. 


Improvement io proceesei (or pre- 


113.700 


Apr. 11, 1871 


A. B. Tripler, 
New Orleaiu, L>. 




104.eie| June 28, 1870 


A. B. Tripler. 
New Orleana, La. 


Improvement in preserving wood 
tor railroad ttM, etc. 


104.917 June 28, 1870 


A. B. Tripler. 
Philaddphlih Pa. 


Improvement in prooeeeei lor pre- 


120.892 May 7. 1872 
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List of n. S. Patents on Wood PrMerratioa. — Continual 





TlUe of paunt 


.-."„:; I-"'-- 


A. B. Trlplw, 

Nbw Yorli, N. Y. 


Improvement in prooeeBea lor atain- 
kn,wood. 


207.030 Sept. 3. 1S7S 


A, B. TriplM. 
Ns» Yotk,N. Y. 


ImproTemenl in (ba art o[ preaarv- 

ln«wood. 


208.646 Oat. 1. I87S 


Ab«l D. Tylur, 
Worwiater, Man. 




G53.M7I Jan. 38. 1S»6 


Om. 8. ViIsnUDe, 
Brooklyn. N. Y. 


Prooeaa ot and apparatua for pro- 

Civan hnghta. 


3SG,087 


Sept. IB. last 


ROH L. VkllMH, 

B»tll., W»h. 




S7e,101 


Mar. IS, 1867 


a. A. ViYien kiid 
Paul C. ViTien, 


preaervini wood, ooatini aUpa' 


m.80i 


t 


J. Q. VoorhHi, 
Aquoduot Milla, N. J. 


Improvement in preaer™. wood. 


12I.U1 


Nov. 21,1871 


Martin Voorhaea, Prinee- 
toii,»iulO. W. N.Cuati.. 
CarndBB, N. J. 


Improved prooeaa and apparatua for 
with prsMrvatiTB material. 


87,226 


Fab. 23, 1869 


John F. Wmltar, Jr.. 
BrocUyD, N. Y. 


ProiMH of dryinc and aeaaonins 

lumber. 


287,361 


Oct. 23, 188B 


Pred J. Warran. 
Newton. Maai. 




7M.768 


July 18. 190S 


ChM. G. Watorboiy. 
Nbw York. N. Y. 




124.M2 


Mar. ^ 1B73 


Ein Wabb. 
New York. N. Y. 




10S.6S9 


Dot. 25. 1870 


Petor WelBh, 
St. Louia, Mo. 




12S.H>3 


July 16. 1873 


Hagen. Bt. Louii. Mo. 




216,BSe 


Juno 17. 187» 


PelaaWemi, 
PhiladBlphia, Pa. 


"""'""^- i 1 


8. P. Whealar, 




B. P. Wheeler, 


Improved prooeaa of tnallnv wood. 101,tiS3 Apr. G, 1870 
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Hat of n. S. Patnits on Wood Preservatioii.— Continued 



NaiiH &Dd ■ddiw ol 


Titlool patent 


mtent 


D>U iHU*d 


Th«. B. Whit*. 
W.i»., Mo. 


Pon-pcoUctor. 


808,613 


Out. 22, 1007 


eidner B. WiUumi, 




9(M.S8B 


Nov. 34, 1908 


Bigmund WiUnar, 
London, En* 




630,627 


Mu. T, 1S09 


London, Em. 




ere.oao 


Junall, 1001 


BiimuDd WUlnef. 
Htw York. N. Y. 




TTLseo 


Oot. 4, 1004 


Bicmund WUlner. 


wood. 


807,411 


D<0. 12, lOOS 


Chico. Ill 


Into low. 


8M,T8a 


Au*. 311, 1008 


In. P. Witbtrow. 
Pittibiui. Pa. 


euiiuni wood. 


MS,501 


Ptb. 17. 1801 


Jm. p. Wlthwow. 
KtUbure, P«. 




44a,»oo 


Feb. 17, 18B1 


Ju. H. Younc, 
N™, York. N. Y. 




339,700 


Not. 3, ISBS 


J*)B>1«>, N. Y. 




3S8,36e' F<b. IS, 18BB 1 



METHOD OF ANALYZING ZINC CHLOIUDB' 

Sampling. — A fair average sample must be taken from one out 
of every ten drums. Quickly transfer the sample to a clean, dry, 
small-mouthed bottle, stopper, hermetically sealed and send to 
the laboratory for test. The sample should be marked with a 
number or other device, corresponding to the drum or lot from 
which it was taken. 

ln8olid)le Basic Zinc Chloride, — Pulverize about 10 grama of 
the fused zinc chloride by crushing between filter papers, and 
quickly transfer to a weighing bottle. This operation muet be 
performed quickly, owing to the deliquescent nature of the sub- 
stance. Weigh the bottle plua the sample, transfer the sample to 
500 C.C. of water in a beaker, and weigh the bottle again; the 

■ From the PnMeedingB of the American Wood Fieeervers' Assodatioii. 
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weight of the sample is thus obtained by difference. Cover the 
beaker and allow the solution to stand for 12 hours. 

Filter through a weighed Gooch crucible into a liter flask. 
Wash the residue with cold water until it is free from chlorides. 
Dry the basic zinc chloride at 100° C. for about 12 hours and 
weigh. 

Dilute the filtrate to 1000 c.c. and mix thoroughly. 

Ferric Chloride. — Take 100 c.c. of the solution, boil, and pre- 
cipitate the iron with ammonium hydroxide. Boil off the excess 
<^ ammonia, filter and reject the filtrate. Dissolve the precipi- 
tate off the paper with hot dilute hydrochloric acid, and reprecipi- 
tate with ammonium hydroxide. Filter through the original 
filter paper. Wash the ferric hydroxide 5 to 6 times with hot 
water, ignite and weigh as FcjOi. 

Factor for metallic iron,.?. 

Factor for ferric chloride, 2.032. 

Soluble Zinc. — Take 50 c.c. of the original solution, and add a 
concentrated solution of sodium carbonate, until the solution is 
slightly alkaline. Zinc is precipitated as basic carbonate. 
Boil for 15 minutes. Decant through a weighed Gooch crucible 
and wash by decantation three or four times. Ignite at a high 
temperature and weigh as ZnO. Subtract the percentage of 
ferric oxide found above. 

Factor for metallic zinc, 0.8034. 

Factor for zinc chloride, 1.675. 

Free Acid. — Dissolve 10 grams of the fused chloride in 100 c.c. 
of distilled water, and test with methyl orange. If free acid is 
present, which is rarely the case, determine by titration with 
standard alkali. Factor, chlorine from hydrochloric acid, 0.973. 

Toted Soluble Chlorine. — Titrate 25 c.c, of the solution with 
standard silver nitrate, using potassium chromate as indicator. 
Subtract the amount of chlorine equivalent to the free hydro- 
chloric acid present, if any, and also the chlorine combined as 
ferric chloride, and calculate the remainder to zinc chloride, 
by using the factor 1.922. The amount of zinc chloride thus 
obtained should check with that found from soluble zinc. 

RECORDS ON THE LIFE OF TIMBERS' 

Mine Timbers. — The U. S. Forest Service treated a large num- 
ber of mine timbers according to various methods and placed 
' See pagea 304-321 for additional rucurda. 
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them in the coal minee of the Philadelphia and Reading Coal 
and Iron Company at Pottsvilie, Pa. Inspections were made 




and Iron Co. 

each year for 4 years with the results graphically shown in 
Fig. 30.1 

Paving Blocks. — In January, 1910, the American AssociatJon 

' Bulletin 107, U. 8. Poreat Service. 
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of Creoeoted Wood Block Paving Martufactuters Sent inquiries 
to various American cities to learn their experiences with wood- 
block pavii]^. The replies are summarized in Table 41. 
Table 41. — ^ExpsitiiiNCB or Some Citibs with Woofr-sLocK Paviko 



(Sty 


y«Ki of xrvioe 


CandttiOD 


Authority 




7 
31 
8 
7 
6 
4 

e 

5 
9 


Good 

Blocks good 
No repaira 
Excellent 
No repairs 
No repaim 
No pepaira 
No repairs 
Excellent 


J. G. Sheridao 

R. E. Slade 
£. R. Dutton 
J. C. Travilla 
T. P. McGilvray 
J. Mac Vicar 
G. W. TouBon 
R. H. McCormick 
L, W. Anderson 
















Grand Rapidfl, Mich... 



Poles. — ^About 1000 chestnut poles treated in various ways 
were set by the U. 8. Forest Service in 1905 in cooperation with 
the American Telephone and Telegraph Company in Pennsyl- 
vania. The results after 5 years <^ service ate shown in Fig. 31.' 
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A similar line was set up by the U. S. Forest Service in New 
Jersey in 1902. All the poles were cbestuut. The results after 
S yeai^ of service are shown in Fig. 32.* 

The German goverameat has kept record on the Me of its 
poles when treated by various processes, these records extending 
over a period of about 50 years. The general results to date are 
shown in Table 42.* 

' Circular 198, IT. 8, Forest Service. 

' Circular 198, U. 8. Forest Service. 

' Arohiv fUr Post und Telegraphie. 
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Cross Ties. — The reported life of croBs-ties in Bervice is given 
in Table 43, which is taken from Bulletin 118 of the U. S. Forest 
Service. 

Tabus 43. — Reported Lips op Ties in Sebticb 
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REPORTED LIFE OF TREATED TIMBERS IN THE URITBD STATES 

In 1915, the author and Mr. C. H. Teesdale undertook a 
compilation of records on the life of treated timbers in the United 
States, Hundreds of letters of inquiry were sent asking for 
reliable data on this subject. The result of this teat is sum- 
marized in Table 44, which is believed to be the most compre- 
hensive compilation on the life of treated timber yet seciured. 
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Fence Posts. — The United States Forest Service has conducted 
a large number of tests in co-operation with agricultural colleges 
in the United States, in which fence posts were treated with 
creosote. These posts were preserved by the open-tank process 
as described in Chapters V and X, and after treatment were set 
in fence hnes and carefully labeled where inspections were made 
annually. The last inspection made on these posts gave the 
results shown in Table 45. 



Table 45. — Idn or CRXoaoTED Fkncii Posts 
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THE PRESERVATION OF STRUCTURAL TIMBER 



Id 1915, the United States Forest Products Laboratory, Madi- 
son, Wisconsin, made an exhaustive inquiry to determine the 
extent to which wood blocks for floors were in use in the United 
States and the opinions of their owners in regard to the satisfac- 
tion which the floors were giving. About 160 replies were re- 
ceived to these inquiries and it is from them that the following 
data are taken : 

Types of Construction in Which Wood Blocks are now Used. — 
Wood blocks are now used in the United States in the following 
types of construction : 

Warehouses Dumping pl&tfonns Wild animal cages, run- 
Factories Fi«ight platfonna ways, etc. 
F^tory courts Loading platforms Garages 
Foundries Station platforms Cotton mills 
Machine shops Wharves and docks Paper mills 

(all kinds) Ferry boats and ap- Rubber plants 

Shops handling heavy proaches Hospitals 

machinery Driveways Laundries 

Railroad shops Bridges Printing establishmenta 

Round houses Poet offices Hotel kitchens 

Railway stations Tennis courts Bakeries 

Freight houses Bams Fire engine houses 

Express rooms Stables Milk depots 

Baggage rooms Slaughter houses Breweries 

Species of Wood. — Eleven of the plants reported the use of 
Southern yellow or longleaf pine for this purpose. Five plants 
also reconunended Eastern tamarack as being satisfactory, and 
the three Western plants recommended Douglas fir; black gum, 
beech, Norway pine, maple, hemlock, and Western larch were 
recommended by one plant each. 

Several of the plants, particularly those producing the largest 
quantity of this material, pointed out that the wood block fioor- 
ing problem naturally divides itself into two classes: 

A. Blocks used in very dry situations, as in factories and warehouses. 

B. Those used in alternately wet and dry, or in wet situations, as in 

stable floors, docks, wharves, slaughter houses, etc., where the 
blocks are exposed to the weather, to flushing with water, etc. 

The treatment and method of handling the blocks differs 
radically in the two cases. 

> Investigation by C. H. Teesdale, Forest Products Laboratoiy. 
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Preservative. — Ei^t of the 14 planta manufacturing wood 
blocks reported in favor of using a distillate creosote oil. Three 
plants recommended paving oil similar to that quite generally 
used for wood block street paving. One recommended water-gas 
tar; one carbolineum; one a mixture of half water-gas tar and half 
zinc chloride solution; and one a mixture of half water'^as tar and 
half coal-tar creosote. The last-mentioned product was, however, 
recommended only for wet situations, this plant recommending 
creosote injected by the Kueping process for dry situations. The 
concensus of opinion was to use a distillate creosote, especially 
for dry situations, and a heavier paving oil for wet conditions. 

Absorption of PreserratiTe.^In general, the plants were not 
very specific as to the absorption of preservative that they recom- 
mended for the two classes of blocks. The inference to be drawn, 
however, was that comparatively light absorptions (from 5 to 8 
or 10 pounds per cubic foot) would prove satisfactory for dry 
situations. Heavier absorptions, ranging from 8 to 16 pounds 
per cubic foot, were recommended for alternately wet and dry or 
wet situations. In general, the absorption to be given would 
appear to depend to a considerable extent upon the conditions 
met with in each individual problem, the more severe conditions 
especially as to the chance of the water coming in contact with 
the blocks, requiring heavier absorptions of oil. In the case of 
plants recommending paving oil and water^as tar, heavier ab- 
sorptions were specified than when creosote was recommended. 

Treatment. — It is evident that the use to which the blocks 
would be put has a very important bearing on whether the timber 
should be thoroughly dried out before treatment. Three of the 
largest producers of flooring pointed out that blocks which are to 
be used in inside construction, especially in factories or other 
situations where the buildings will be heated in winter and where 
the blocks do not often come in contact with water should be 
thoroughly air dried or even kiln dried before treatment; other- 
wise, if they are comparatively wet when laid they are liable to 
shrink badly in the floor and become loose. However, if the 
blocks are to be subject to alternately wet and dry conditions, 
swelling and heaving are liable to take place if they are too dry 
when laid. Not all of the plants heard from reported on whether 
they would prefer to treat green or dry timber for this purpose. 
However, all of the plants but one reporting on blocks for inside 
construction preferred air-dry material. One plant specified 
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cither air-dry or green. The majority of the plants also pre- 
ferred air-dry material for blocks in wet situations, although two 
plants specified their preference for greea material and three for 
either green or ur-dry material. 

Steaming the Timber. — Of 12 plants replying to this question 
seven stated that the timber should not be steamed before treat- 
ment, and one not if the timber is dry. One plant preferred to 
stsam lightly in winter, and three plants answered yes to the 
question. The consensus of opinion, especially in the case of 
thoee plants producing the larger amounts of fiooring, was not 
to steam the timber. 

Mefliods of Laying. — Most of the plants stated that a con- 
crete base should preferably be used. Six of the plants, however, 
stated that where the concrete was not practicable, treated plank 
would be satisfactory. One plant stated that treated plank 
foundations should always be avoided, if possible. One plant 
specified sand and cement base. Practically all of the manufac- 
turers agreed that expansion joints were necessary. Those who 
reported, specified joints ranging from 1/2 to 2 inches and filled 
with bituminous filler. Whether blocks are to be laid tight or 
loose appears to depend upon the use to which they are put. 
In very dry ratuations the preference was to have the blocks laid 
as tightly as possible. For alternate wet and dry situations the 
plants appear to favor comparatively loose laying. Most of 
the manufacturers favored a bituminous filler. One, however, 
specified cement filler, one either a dry sand or a cement grout 
filler, and one sand filler. 

Methods of Construction. — The depth of block used varied 
from 2 to 6 inches, but 3 inches was used with 56 percent of the 
floors concerning which replies were received. Southern yellow 
pine was used in 72 percent of the cases, while 15 percent did not 
reply to the question, the remaining 13 percent beii^ divided 
between eight other species of wood. 

The replies concerning the preservative used are probably not 
very reliable. In certain cases it was known that water-gas tar 
was used, though creosote was reported. The records were cor- 
rected in all cases where the preservative used was definitely 
known. The records as given show that 67 percent used creo- 
sote, 12 percent used paving oil, and 8 percent water-gas tar, 
while the remainder used other preservatives, or did not reply 
to the question; 
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The reliability of the replies aa to the proceas used is also 
probably uncertain. It is not likely that all who replied to this 
question were sufficiently well informed to answer it correctly. 
Thirty-eight percent did not reply, while 48 percent reported 
the Bethell process and about 9 percent the Rueping process. 
The absorption of preservative reported varied from 6 to 20 
pounds. Nearly 60 percent did not reply to the question, but 
the largest number (9.4 percent) reported 16 pounds. About 
19 percent reported 12 pounds or leas, and 22 percent reported 
15 pounds or more. 

Concrete foundation was reported in 80 percent of the replies, 
the remainder being plank, dirt, tamped earth, etc., or not an- 
swering the question. Seventy-one percent reported the use of 
sand cushion, 12 percent cement grout cushion, and 3 percent 
bituminous eushiona. Bituminous fillers were reported by 44 
percent, and sand by 25 percent. Thirty-nine percent reported 
that expansion joints were used, while 41 percent did not use 
them, and 20 percent did not reply to the question. 

Summing up, the general practice was to use 3-inch Southern 
yellow pine blocks treated with 15 pounds or more of creosote 
per cubic foot by the Bethell process. These were liud with a 
concrete foundation, sand cushion, bituminous filler, and the 
question of uaing expansion joints depended on the local condi- 
tions in each caae. 

Difficulties Experienced. — Repairs have been reported in 32 
percent of the records, while 62 percent reported no repairs. In 
most cases the repairs made were of a minor character, and as a 
rule, were caused by swelling or shrinking of the wood. In a 
few cases blocks were badly worn where heavy castings were 
thrown upon them. 

Bleeding of the blocks was reported in 9 percent of the records, 
but was said to be objectionable in only 2.5 percent of the cases. 
Swelling was reported in 29 percent and shrinking in 27 percent 
of the records (in some cases both swelling and shrinking were 
reported), and these troubles were the cause of most of the dis- 
satisfaction reported. Swelling occurred when the blocks be- 
came accidentally wet, because of leaky roofs, bursting water 
pipes, near drinking fountains, and other accidental causes. 
Shrinking occurred in very warm or hot situations, and resulted 
in the blocks becoming loose and producing an uneven floor. 

An interesting relation may be shown between the kind of 
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filler used, and swelling and shrinking reported. Thirty-three 
percent of those using bituminous filler reported this trouble, 
compared with 55 percent of those using sand filler, 75 percent 
where cement grout was used, and 55 percent where no filler was 
used. 

Eighty-nine percent replied that the blocks were satisfactory, 
while 5.6 percent did not reply to the question, and 5.6 percent, 
or nine records, stated that the flooring was not satisfactory. 
Of the nine unsatisfactory floors, shrinkage of the blocks was 
responsible for dissatisfaction in three cases, swelling in two cases, 
in two cases the blocks wore out rapidly, poor foundation in one 
case and improper laying in one case. 

In a large proportion of cases it was reported that wood block 
was easy on the feet of the workmen and that they like to work 
on it. Noiseless, ease of repairs, low upkeep cost, good trucking 
surface, saving of breakage in tools and fragile metal parts 
dropped on the floor, warmth, and cleanliness were all reported 
as advantages of wood block flooring in 10 or more of the records. 
Durability was reported as an advantage in 77 cases, though it 
is doubtful if many of the floors had been in service sufficiently 
long to warrant a statement as to durability. 

In 14 records swelling was given as a disadvantage and shrink- 
ing in 12 records. Roughness, reported in 11 records was mostly 
caused by shrinkage. High cost was given as a disadvantage 
in 11 cases. 

GENERAL DISCUSSION 

The results of this investigation indicate that treated wood 
block makes a desirable type of flooring for many purposes, and 
it is likely that its use for interior work will increase. Since ita 
large use for these purposes is just beginning, one might expect 
that unforeseen trouble would develop. The records of 160 floors 
given in this report indicate, however, that serious trouble hoe 
developed in a very low percentage of cases. 

Most of the trouble has come from shrinkEige or expansion of 
the blocks. To prevent these troubles it is essential to study 
each case where blocks are to be laid, and to treat the blocks 
accordingly. For dry situations, the blocks should be well 
seasoned before treatment and laid in the floor while thorou^ly 
dry. In wet or alternately wet and dry situations, dry blocks 
would give expansion trouble and, hence, the timber should be 
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green or only semi-air-dry when laid. Even dry interiors are 
liable to be accidentally subjected to water, however; hence, it 
would seem desirable as a rule to use bituminous fillers instead 
of sand filler. 

Sand cushions were probably a source of trouble in several 
cases. If there is any vibration, or if the sand ia at all liable 
to shift, a bituminous or cement grout cushion is to be preferred. 
Sand cushions are also liable to cause uneven floors if the blocks 
shrink, and it seems likely that many cases of shrinking would 
not give serious trjouble where bituminous filler and bituminous 
or cement grout cushions are used. 

Bleeding caused very little trouble. In dry and very warm 
situations, where it is most likely to occur, it would be desir- 
able to carefully consider the method of treating and handling 
the blocks in order to. avoid objectionable bleeding. 

Id a few cases it seems likely that wood block should not be 
used. For example, it should not be used where butter or tobacco 
products are stored. In some foundries, where hot castings are 
thrown upon the floor, the blocks have burned through to the 
foundation. Wood blocks may be objectionable where the soiling 
or staining of certain classes of merchandise would lower the 
value, and in one case where used in a tennis court wood blocks 
were a failure and had to be removed. 

Wood block was found to be very satisfactory in many cases 
where heavy castings are thrown about, where heavy trucks are 
moved, and is liked by workmen because it is warm and is easy 
on their feet. 

The replies from the users of wood block flooring indicate 
quite strongly that when new wood block floors are to be laid, 
a careful investigation of all the conditions existing or likely to 
develop should be made by the manufacturer. The method of 
treatment and construction of the floor should then be adapted 
to the special conditions found. If this is not done many cases 
of dissatisfaction are very liable to develop. 

STRENGTH OF CROSS-TIES 

As pointed out in Chapter YIII, ties having a low crushing 
strength required lai^er tie plates in order to protect them from 
rail wear than ties which were dense and hard. A tie in service 
is subject to other strains than crushing. Of these, impact and 
bending are the most important. In order to compare the 
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strengitb of various timbers for cross-ties, an analysis of their 
mechanical properties was made by the Forest Products Labors 
atory/ in which "strength" included the following: 

1. Static and impact bending. 

2. CompresBion panllel to the grain and end hardneaa. 

3. Comprewion perpendicular to the grain and side hardncH, 

These are given relative weights as follows: 

1. 2S.5 percent. 

2. 3t.5 percent. 

3. 40.0 percent 

A more detailed analysis of this composite figure of strength for 
ties is given in Table 46. The values thus secured for the various 
tie timbers are plotted in Fig. 33. In addition this figure shows 
the specific gravity of wood and the resistance it offers to the 
withdrawal of 7d cement coated nails driven into it. It should 
be noted that both the strength of the tie and its resistance to 
the withdrawal of nails bear a direct relation to the specific 
gravity or dry weight of the wood. Hence, other things being 
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■ Analysis made by C. P. Winslow and J. A. Newlin. 
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equal, the specilic gravity furnishes an excellent index of the 
Btrength of various woods for cross-ties. 

THE DAVIS SPOT TEST 

Mr. I. H. Davis has developed a very simple though valuable 
test for determining the amount of tar, carbon, and dirt in 
creosote. The test is made as follows: 

Allow six drops of the sample to fall from a burette upon a 
sm^ace of clean white blotting paper. If tar, carbon, or dirt, is 
present, it is very easily observed, as it quickly segregates at the 
center. The paper should be laid away in a flat position for 
several hours in a place free from dust. If then examined, for- 
eign matter will be observed in a distinct zone at the center of 
the spot. The outer zone very readily indicates the character 
of the oil. Experiments with this test made at the United States 
Forest Products Laboratory showed that free carbon even in 
percentages as small as 0.005 could easily be detected. In per- 
centages over 0.5, the amount of carbon was difficult to deter- 
mine and an analysis would undoubtedly be necessary. 



In order to bring together in convenient form for comparison 
the results secured by various investigators in the use of certain 
important preservative substances, Table 47 has been prepared, 
indicating the salient features of such tests. 

In making comparisons, the sources of error as well as the 
degree of refinement which the figures represent, should be fully 
considered. 

In conclusion, the writers wish to emphasize that any scale of 
toxicities derived from Petri-dish tests on the usual nutrient agar 
or gelatin media, even when the tests are conducted under exactly 
similar conditions, do not necessarily represent the true relative 
toxic values of the different compounds, for the interaction be- 
tween the toxic compounds, the nutrient substances contained in 
the media, and the plant protoplasm is variable and more or less 
specific for each combination." 

' Bui. 227, But. Plant Induatry, 1915. 
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IHVBSTIGAllON OF THE RELATIVB INn.AHHABILHT OP UN- 
TREATED AND TREATED SIDING AND SHINGLES' 

Hitherto, in this country, the uae of wood treated with fire-retardent 
chemicob has been lately confined to interior work. The posaibiUty of 
treating building material for exterior use, such as aiding and shingles, is the 
object of the inveetigation discussed in this part of the report. 

The results obtained in the tests on the inflammability of treated woods 
were made use of in this noric on the inflammability of the special forms — 
siding and shingles. The chemicals used were all soluble in water; there- 
fore, their use in rendering shingles non-inflammable is not practical with- 
out an additional waterproof coating [such as a paint coating). 

To make wooden shingles fire retardent, it was desirable to inject an 
insoluble fire-retardent chemical that would not be washed from the wood. 
It was decided that insoluble borates, which fuse when heated, offered some 
promise of success, and a method of treatment was experimented upon which 
would allow insoluble borates to be precipitated in the wood. This method 
ConsiBted in saturating the wood by a pressure or soaking process with boric 
acid or any soluble borat«, bi-borate or perborate solution. The wood was' 
then dried and a second treatment given, forcing into the wood by pressure 
a solution of any soluble salt, which would combine chemically and form an 
insoluble borate, bi-borate or perborate. 

llie experimental treatments were made using borax sjid lino chloride, 
due to their relative low cost, thus precipitating £inc borate in the wood. 
The advantages of this treatment would seem to be: 

1 . The substance precipitated in the wood being insoluble in water should 
not be washed or leached from the wood. 

2. llie substance precipitated in the wood is a fusible compound which, 
when subjected to temperatures high enough to cause distillation of the 
wood, fuses and forms a protective coat in the wood cells. 

3. The treatment could be made in such a manner that an excess of sine 
chloride could be left in the shingles in order to give them a preservative 
treatment against decay. Also other toxic salts such as sodium fluoride 
could be injected ti^ether with either the borax or sine chloride solution to 
obtain this effect. Due consideration would have te be given, however, to 
any contammatjon of rain water by these salts. Should this be used for 
drinking purposes, an excess of borax should be injected to neutralise all of 
the sine chloride. No other preservative salt suitable for this purpose is 
known. It seems likely that soluble preservatives would to a considerable 
extent be retained in the wood by the insoluble sine borate precipitate. 

The disadvantages of this method would seem to be; 

1. The combination of the two chemicals besides forming an insoluble 
substance also forms a soluble salt, in this case sodium chloride, which would 
have a corrosive action on the common iron shingle nails now in use. 

2. The double injection method of making the treatment with an inter- 
mediate drying period is more expensive than a single treatment. 

■ Report by R. E. Pliant, Fantt ProduoU I*boritor]i. Muliua, Wi>., Julr. IBIB 
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HATBRIAL USED 



InflamnubUlty Appantna. — This apparatUB conaisted of a chamber made 
of 1/4-inch asbestos board (sold under the trade name of transite) 22 inches 
long. 10 inches wide and 7 inches deep. The upper 10 inches of the appara- 
tus was uaed as a heating chamber. The heat was obtained from an electric 
heating coil made by winding flat nichrome ribbon on a silica plate 4 inches 
square. This plate or coil was protected by another silica plate of the same 
size. The two plates were fastened together and placed in the apparatus 
in such a manner that the heat radiated to the lower part of the t«st specimen 
which was placed 3/4 inch distant. 

A gas pilot light was allowed to barely bum jiut below the center of the 
heating plates. This pilot light was made so that it could be flashed up in 
front of the heated specimen, which was supported in the apparatus by 
means of a carrier. This carriage allowed the test specimen to be suspended 
in the apparatus at any desired distance from the heating plat«i but during 
the test it was placed 3/4 inch distant. 

Treating Apparatus. — The treatments were made in a 1 1/2 by 4^oot 
cast-iron treating cylinder. The preservative and specimens, in tin con- 
tainers, were placed in the cylinder and subjected to air pressure. 

Wood. — 'To determine the value of various chemical treatments in render- 
ii^ shingles and siding non-inflammable and slow burning, western red cedar 
shingles, purchased at a local lumber yard, free from knots and decay, were 
used, liiree shingles {8 inches wide) were used in each test. They were 
air-dry when purchased and treated. 

Cypress siding was also used in these test. Three test pieces 5 1/2 by 1 /4 by 
12 inches were used in each test. This material was atr-dried before testing. 

PreHrratiTS. — The chemicals used in these teste were; 
(a) Ammonium phosphate dibasic. 
(6) Ammoniimi phosphate, 
(e) Ammonium chloride. 

(d) Ammonium alum. 

(e) Aluminum sulphate. 

(f) Sodium borate. 
(]/) Zinc chloride. 

InJeeUou wHh Chemicals. — Three specimens of cypreaa siding and six red 
cedar shingles were weighed and placed in tin containers together with the 
treating solution which had previously been heated to 150° F. The con- 
tainer was then placed in a small treating cylinder and a pressure of 130 
pounds per square inch applied by means of compressed air. This pressure 
was maintained until the apecimena were saturated, which required approxi- 
mately 2 hours. The pieces were then removed and weighed and the amount 
of salt absorbed was determined. 

After treatment the pieces were allowed to season tor 3 or 4 weeks or 
■until they came back to approximately the same weight as before treatment, 
plus the amount of salt absorbed.' This method was followed in order to 
obtain an air-dry moisture condition in the wood. 

' The moutuie content of theee tot ipecimnie before lre»tment »M not taken. The 
Ipecimeos were ■ir-eeeaoned in the Inborittorr mnd contained ■pproiimately 10 percent of 
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InflunnubiUtf T«st on Natortl ud Treated Shin^M and Siding.— This 
teat was made using the Inflammability Apparatiu in the following mann^: 

Sufficient electric current was pasBod through the heating coil to give the 
silica plate a temperature of approximately 325' C l^e temperature of 
the plate was recorded by meana of a pyr(»net«r of the thermo-couple type, 
the couple lying flat against the plate. A coostant temperature was main- 
tained as nearly as possible throughout the testa until the ahinglea ignited. 
When the temperature of the plate waa constant at 325* C. the test speci- 
men was placed in the carrier and moved a distance of 3/4 inch from the 
plate, l^is broQght the lower part of the specimen directly opposite the 
heatii^ plate. The radiated heat caused the wood to distill or to give off 
volatile, inflammaUe gases. In order to ignite these gases the pilot light 
was flashed up past Uie face of the specimen at S-eecond intervals until ^i- 
tioD took place, niie length of time necessary to ignite the specimen was 
recorded by means of a stop watch. 

Three tests were made in this series as follows: 

TeM A, in which the specimen waa allowed to burn in this manner for 1 
minute after ignition took place. The specimen in its carrier was then 
drawn back about 4 inches from the heated xone and allowed to burn out. 
The electric current was not turned off during this period. The length of 
time of burning, the spreading of the flame and the condition of the speci- 
men after burning were all recorded. Three specimens were used with each 
preservative in this test, and the results averaged. 

Teal B was identical with Test A except that the specimen was l^t in 
position for 6 minut«fl after ignition occurred. The length of time before 
ignition took place, the length of time of burning, the spreading of the flame, 
and the condition of the shingle after burning were recorded as in Test A. 

Test C was identical with Teat A except that the specimen was Irft in 
position not over 12 minutes, or until the upper portion was consumed. 
The length of time before ignition took place, the length of time of burning, 
etc., were recorded as in the other testa. 

Tests A and B were used with natural and treated Bbingleo. 

Teat C was used with natural and treated siding. 



Cypress Siding. — It was found that if the chemicals that proved effective 
in retarding the combustion of noble fir m the previous tests were injected 
into cypress siding, very good results were obtainable. 'Die results of the 
tests are shown in Table 48. The untreated cypress ignited and was practi- 
cally consumed in 9 minutes. Cypress treated respectively with a 6 percent 
ammonium phosphate solution, a 10 percent ammonium sulphate solution, a 
solution containing 3 parts of ammonium phosphate and 5 parts ammonium 
sulphate in 100 parts, and a 10 percent borax solution did not ignite and 
burn to any extent during the test. 

As in the former tests on small specimens, ammonium alum and aluminum 
sulphate or a mixture of the two did not prove satisfactory in retarding the 

■ Thii temperftture wab mod hdc« it wu louiid to aive euily meaauiwi Unw mud taa- 
pwfttura rvftdinsi in liiii mi>paTatiu. 
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combustion of wood. This correeponda with the rraulte that were obtained 
when these chemicala were applied to noble fir in the previous testa. With 
these testa a certain amount of burning occurred, although it was much less 
severe than with untreated wood. 

Table 49 gives the reeulta of teats on treated and untreated shingles. It 
will be noted that the natural red cedar shingles were exposed to the beating 
plate for 1 minute after ignition. Ignition occurred after an exposure of 
43 seconds. These shingles were entirely consumed. The treated shingles 
were exposed to the heated plate for 6 minutes and in no case were they 
consumed. 

Table GO shows the effect of painting or staining shingles that had pre- 
viously been treated with fire-retarding chemicals. It did not appear to 
detract materially from the fire-retarding treatments. 

The following table gives the strengths of the various solutions together 
with the estimated amount and the initial cost of the preservative necessary 
to render 1000 red cedar shingles (four bundles) fire retardent. In the case 
where the treatment necessitates waterproofing, the estimated coat of paint 
for painting three-fourths of both sides of 1000 shingles is glvoi. 







Table 61 
















E.timated 










Bati- 
mated 
c»t of 
chem- 
ical, to 
Hnproof 
1000 


coatotp^nt 


Total ooH 


— 


Batinated ab- 

wrption of pn- 

(1000) 4 biindia 
otndoedar 


Cort 

pec 

pound of 

chemloal 


Decenary te 
oover 8/4 of 

(1000) 
ablncUtboth 
udn.*Terwc 
coatolelieap 
roof paint 60 
cent, per 


of ehnn- 
icalasH) 
paint >><»- 
tMury to 
Breproof 
1000 red 
oedar 
abiod*. 










■alion 






Pound. 


Pound. 












H>Iutioa 


dryuJt 
























pha>idiftU dibuio. 


200 


10.64 


W.087S 


•0.04 


fl.40 


•2.34 


r% ■olntioD ol ■mmo- 














Dlam lulphBta 


26a 








1.40 


2. OS 


3% »inma pha>- 














ph>U d1>- 




7.08 










t% imrno. lul- tur. 




10.04 








3.4S 


phaM 














S % Kdium borate (boru) 


266 


21.28 


0.03TS 


0.80 


1.40 


1.30 


Zinc borate uuni S% 
■olution of dnc ohloride 


ZS6 


7.08 


0.0350 


1.29 


' Not 


1 20 


10% aolutioBofborai.. 




26.00 


0.0380 




n«eMnr 




Mixture o[ 7 1/3% ammo 






020 








alum and 7 1/2% aluml- 


286 


19.06 


0.010 


0-ao 


1.40 




Dum.«lph.te 















From this table it will be noted that the cost of treating shingles with the 
additional cost of painting is so high that they would probably not find favor 
among the majority of builders. The cost of treating shingles with line 
borate is appreciably lees than treating with a soluble Bait and afterward 
painting. 

The shingles treated with sine borate in this test were, for a period of 2 
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weeks, altanateljr plaaed under miming water for 24 hours and thm dried 
for 24 hours. They were then allowed to air-diy for several weeks before 
testing. This test gives an indication of the permanency of the treatment. 
An exposure test of long duration is now being made. One of the advan- 
tages of this method of treating ahinKlee is that an excess of zinc chloride 
ean be left in the shinies which will offer a strong resistance to decay. 
Also other toxic salts can be injected blether with either the zinc chloride 
or borax solutions. Their permanency in the wood is a matter (or further 
coosi deration. 

Additional Shipping Weight. — From Table 51 will be seen the estimated 
absorption in pounds of the various salts used in these tests for 1000 shingles. 
In no case is the weight of a bundle of shingles increased over 30 pounds per 
bundle. 

In the table of costs it was assumed that painting would be necen&ry to 
retain the soluble salts in the wood. It is not known how long the paint 
would retain these salts, but probably it would have to be renewed every 
few years. This would add greatly to the upkeep of such shinglee, hence 
the sine borate treatment is by far the cheapest of those tested. 

Condn^n on the Inflammability of Untreated and Treated Siding and 
Shingles. — From a consideration of the data obtained on the inflammabiUty 
of untreated and treated siding and shingles it appears that: 

1. The inflammability of cypress siding was decreased to the extent of 
preventing the flamii^ of the specimen by the use respectively of a 6 percent 
solution of ammonium phosphate, a 10 percent solution of the ammonium 
sulphate, a mixture of both to the proportion of 3 parts phosphate and 5 
parts sulphate in 100 parts of solution, and a 10 percent solution of sodium 
borate injected into the wood. 

2. The corrosive action of the salt will more or less affect the cost of each 
treatment. 

3. The inflammability of red cedar shingles was decreased by the use re- 
spectively of a 4 percent solution ammonium phosphate, a 7 percent solution 
of ammonium sulphate, a solution containing 3 parts ammonium phosphate 
and 4 parts ammonium sulphate in 100 parts, an 8 percent solution of borax, 
and a double treatment with cine chloride and sodium borate precipitating 
line borate in the wood. 

4. All of the chemicals used with the exception of zinc borate are soluble 
in water, and if used in treating wooden shingles they would leach from the 
wood unless a waterproofing coat were applied. 

5. The cost of treating and painting 1000 shingles by any of the methods 
discussed would be greater than treating 1000 shingles with line borate. 

INVESTIGATION OF THE RELATIVE IHPLAHHABILITT OF UN- 
PAINTED AND PAINTED SHINGLES AND SIDING 

The use of various kinds of paints in rendering wood slow burning was 
included in the investigation. A number of paints sold as fire retardenta 
were submitted by various manufacturers. These painte were of two kinds: 

1. Oil paints. 

2. Cold water painte. 
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"nie oil p&inta were applied to ahingles and the cold water paints to cypreas 
siding. 

Several creosote staiiu, not oonBtdered by the manufactureni aa fire rt- 
tardents, were also included in these teats in order to obtain the relative 
inflammability of shingles treated with this type of stain. 

A number of paints were prepared at the laboratory and tested in com- 
parison with the co-operative paints. 

The following table gives the name of each paint and stain tested and the 
co-operator submitting the sample: 

Oil punti Bold ai fire rflt&rd«nti Co-opeTator 

(a) Solvar Hoffman Solvar Roofing Paint Co. 

(M "Rabok" liquid carbon paint 1 n i. i i. i . ■ n 

; V KT. 1. 1 .- T ■ L ■ ^ ( Rabok Mamifaetunng Co. 

(c) "Rabok' Lumisbeen paint j 

(d) Bums, improved cement coating, . C. L. Bums. 

(e) Wadeworth Bay State brick and 

cement coating Wadsworth, Howland Co. 

(J) Clapp fire-resisting paint The Clapp Fire-resisting Paint Co. 

is) L. & S. cement coating Laird & Sinclair Paint Manfis. 

Oil pHiDU prep>red (t laboratory 

(A) One-pigment paint Forest Service. 

(i) Composite paint Forest Service. 

{j) Paint cont^ning tine borate Forest Service. 

Oil Maloa not Bold aa Bn retardenla 

(k) Cabot shingle stain Samuel Cabot (Inc.}. 

(I) Barrett "Velvex" creosote shingle 

stain Barrett Manufacturing Oo. 

Cold water pcints 

(m) Pyrolin white spray Pyrolin Products Co. 

(n) Nepolite paint Neptune Paint Co. 

(o) Permanite M. Kwing Fox & Oo. 

(p) Pyrolin factory paint Pyrolin Products Oo. 



MATERIAL USED 

InflammaMUtj Apptratus. — Inflammability apparatus as described in this 
paper was used in making these tests. 

Wood. — Six western red cedar shingles 6 inches in width that were air- 
dried in the laboratory and free from knots and decay were used for testing 
the efficiency of the oil paints. In the case of the cold water paints, cypress 
siding dressed to a uniform thickness of 1/4 inch was used. 

Considerable variations in the moisture content or the specific gravity of 
the shingles and siding did not appear to influence the results obtained in 
some preliminary tests using this method. Therefore, no data were collected 
on the moisture content of the specimens at time of testing. They were, 
however, alt air-dried under the same condition and hence were probably 
practically of the same moisture content. 
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Paints. — The following paints were applied to ehinglea: 

Co-oper«tiT« ml painta Color 

■Solvar roofing paint Black 

■Rabok "Liquid Carbon" paint Blaek 

' Rabok "Lumisheen " paint Black 

Burns' improved cement coating White 

Bay State brick and cement coating White 

L. & S. cement coating Red 

■ Clapp fire-resisting paint Black 



Cabot shingle stain. 

Barrett "Velvex" creosote shingle stain. 

Oil [MiiDU prepuvd it UborBtorr 

(or oomparuon Color 

A one-pigment paint Green 

A coinpoHit« point White 

A one-pigment paint (same as above) containing 

fire retardent Green 

The following punts were applied to 1/4-inch cypress siding: 

Ca-ap«r*tive interior iHUnU 

Pyrolin "White Spray" cold water paint. 
Permanite cold water paint. 
Nepolite cold water paint. 
Pyrolin factory interior paint. 

PuDt prepued It laboratory for compwiaoa 

White lead and oil paint. 

METHOD OF CONDUCTING TESTS 

Prepsradon of Paints and PainUng lA Specimens. — The shingles in each 
case were painted with two coats of each of the oil paints, all of the shingle 
being painted except 2 inches at the top which representa the thin end of 
the shingle. The first coat was always allowed to dry for 3 days before 
the second was applied. In the case of stains the shingles were dipped. The 
specimens were not tested until the coat had dried for approximately 45 days. 
This gave the paint sufficient time to become hard and dry. 

The specimens of siding were given two coats of each of the cold water 
paints and allowed to dry in the laboratory approximately 15 days before 
they were tested. 

The one-pigment paint used for comparison was prepared from chrome 
green pigment to represent a common green roof paint. 

The composite paint used for comparison contained several pigments and 
was prepared to represent a good house paint. It is similar to one that has 
given good results in durability tests made by the National Paint Manu- 
facturing Association. 

I Tb* color ol thoe paiati i* ratricted to black. 
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The one-pigment ptunt containing tKe fire retardent was prepared from 
chrome green pigment and Kinc borate. 

These paints had the following composition : 

Onc-picmeDt paiat 

Chrome green pigment 2 1/2 pounds 

Bailed linseed oil I gallon 

CompoB&t« paint 

Pigments 15 pounds 

Boiled linseed oil 1 gallon 

The composition of pigment in this paint was: 

Basio lead carbonate (white lead) 22 percent 

Zinc oxide 50 percent 

Calcium carbonate 2 percent 

Kaolin 26 percent 

F^b-retArdins point 

Chrome green pigment 2 1/2 pounds 

Zinc borate 7 pounds 

Boiled linseed oil 1 gallon 

Infiunmability Test on Natural and Painted Shingles and Siding. — This 
test was made using the apparatus in the same manner as described in the 
first part of ttiis paper. 

DISCUSSION OF KESULTS 

Oil Paints. — Tables 52 and 63 show the results of the inflammabili^ 
tests on shingles, unpainted and painted with oil paints and stains. It will 
be noted that in Teat A where the shingles were exposed to the heating plate 
for a period of 1 minute after ignition occurred only the unpainted shingles 
were consumed. This test might be considered as representative of what 
would probably occur should a spark or burning ember fall upon a wooden 
shingle roof. It is evident in tliis test that the unpainted shingle obtained 
such a good start, during the 1-minute exposure, that it was entirely con- 
sumed. The various paint coatings appeared to retard burning but not the 
time requir«d for ignition. In a good many cases the oil contained in the 
paint or stain caused flashing, but as soon as this oil was consumed the burn- 
ing ceased. This was especially so with shingle stains. Just how danger- 
ous such a fire would be should a number of painted shingles on a roof 
become ignited and bum as a whole can only be determined by a test on 
a larger scale. 

Test B shows that when these painted shingles were given a more severe 
test, by heating for 6 minutes after ignition, a number of paints did not 
offer any marked protection. 

A decision as to which was the most efBcient paint will not be attempted 
until the results of a test on a larger scale are obtained. The shingles painted 
with Rabok "Lumisheen" paint were hard toignite, but afterignition burned 
T^oTously and were entirely consumed. Also Wadsworth Bay State brick 
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350 THE PRESERVATION OF STRUCTURAL TIMBER 

and cement coating and Burns' improved cement coating both retarded 
ignition. 

The use of zinc bor&te in the common green paint afqjeared to act as a 
fire retardent. Shingles painted with the green paint containing the line 
borate were not entirely consumed as in the ca«e of the ahiuglee painted with 
the green paint alone. 

The coat of zinc borate manufactured commercially could not be deter- 
mined. Probably this ia not produced commercially at the preeent time. 
Assuming, however, 1 pound of borax at S0.038 per pound and 0.3S pound 
tine chloride at t0.035 per pound, the cost would be t0,048 per pound for 
ingredients. Using 7 pounds line borate, 2 1/2 pounds of green pigment at 
S0.12S per pound, and 1 gallon linseed oil at 60 cents, the resulting mixture 
would cost S1.25. This, of course, would produce somewhat more than 1 
gallon of paint. 

The question of the application of paints on wooden shiDglea ia worthy 
of consideration. To paint a shingle roof property, at least three-fourths of 
each shingle should be painted before laying. The reason for this is that in 
painting shingles on the roof more or less paint will be deposited where one 
laps over the other. Upon drying, this surplus paint forms a dam that holds 
back the rain water, thus making an ideal condition for the growth of fungus. 
Paints must also be renewed occasionally and where they are used on & roof 
and subject to the most strenuous of weather conditions they would have 
to be renewed at comparatively frequent intervals, which would result in 
the trouble mentioned above, besides being a source of considerable expense. 

Cold Water Paints. — It is generally known that lime paints, such as white- 
wash, etc., when applied to a wooden surface will offer considerable protec- 
tion from fire. This knowledge has led numerous paint manufacturers to 
manufacture fire-retarding paints for interior use. Table 64 gives the results 
of inflammability Test C made on several of these paints. White lead (as a 
staple white pigment in oil paints) was used as a means of comparison. 

concLTT^on on fike-retakdiitg paints 

Oil Paints. — From the data obtained on the fire-retardent paints teated 
it is evident that: 

1. All of tJie paints and stains tested offered some protection as shown by 
Test A. The unpainted shingles in this test were entirely consumed, while 
in the case of painted and stained shingles not one was wholly destroyed. 
The more severe Test B eliminated the less efficient paints. 

2. The addition of a metallic borate to a paint appears to be of advantage. 
The shingles painted with the green roof paint without the sine borate were 
entirely destroyed in Teat B, while the same paint containing 7 pounds of 
the borate to the gallon proved very efficient in both tests. 

3. It is difficult to show how the application of any paint on wooden 
shingle roofs would be satisfactory unless about three-fourths of both sides 
of each shingle was painted, because in a practical application the shingles 
would have to be dipped which would require the painting of both sidM. 
Even then it might be questioned whether the fire-retarding value of any of 
the paints tested would be great enough to warrant their use, especially if 
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the cost of such a treatment is aa great if not greater than the coet of an 
efficient cliemical injection. 

Interior Paints. — The especially prepared interior points used in these 
tests have a considerable influence in rendering wood flre retardent, and can 
be recommended for interior use, if the reeultf of this method of testing can 
be considered practical. In each case the painted boards resisted ignition 
longer than the untreated boards. The Pyrolin factory interior white paint 
was especially effective in preventing ignition and spreading of fire in these 
teste. 

OBKERAL COnCLUSIONS 

From a consideration of all of the data given in this report it appeora that: 

1. There was very little variation in the inflammability of the various 
species of untreated woods when tested at the higher temperatures. For 
example, all of the specimens tested at 375° C. ignited within 2 minutes. 

2. Ammonium salts and sodium borate gave more efficient results than 
the other chemicals tested in rendering wood fire retardent. All of the 
other salts tested either did not prevent free coinbuation of the wood when 
injected in moderate quantities oi they reacted with the wood, weakening 
and discoloring it. 

3. None of the chemical fire retardents used, when injected into the wood, 
prevented it from glowing or charring. 

4. Wooden shingles m&y be rendered flre retardent by injecting certain 
chemicals. The additional cost of painting which is necessary with water- 
soluble salts would, in most cases, no doubt, restrict the use of such treat* 
ments. 

5. The use of insoluble metallic boratcfl precipitated in shingles appears 
to be the most practical of the methods studied for rendering wooden shingles 
fire retardent. 

6. All of the paints tested with shingles rendered them to some degree 
more fire retardent. The most effective of the pointe tested which were 
suitable for outside use was one containing zinc borate pigment which acted 
as a fire retardent. 

7. Shingle stains of the type tested did not greatly increase the inflam- 
mability of the shingles, even though they were applied shortly before being 
tested. Their use as a means of decorating treated shingles should, no 
doubt, be allowed as they do not detract materially from the fire-retarding 
treatment. 

8. The painte tested which were designed for interior use were in general 
more effective than the paints designed for outside use, in retarding fire. 

9. The method of application of a paint is of considerable importance. 
It would seem to be good practice with shingles to apply the paint to ap- 
proximately three-fourths of both sides before laying the shingle. 

10. Best results in the treatment of shingles are shown in the following 
table (55). It will be noted that shingles treated with 4 percent solutions 
of ammonium phosphate, 10 percent borax and a mixture of 3 percent am- 
monium phosphate and 4 percent ammonium sulphate did not ignite at all. 
If protected with a waterproof paint, these shingles should give satisfactory 
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Abrasion, importance of, 25 

protection of ties from, 141 
Absorption, effect of density of wood 
upon, 31 
difficulty in measuring, 116 
measured by gages and scales, 

103 
of pi^servatives (see penetra- 

variation in different woods, 13S 
A.C.W, process, description of, 59 
Aciol, description of, 253 
Adiing, advantages of before treat- 
ment, 147 
machines, apparatus and cost 
of, 106 
Air pressure, effect of upon treatr 
ment, 112 
pumps, cost and use of in plants, 

97 

seasoning, description of, 44 

Alkaline soils, action upon wood, 

26 

soils, decay of wood in, 221 

Allardyce process, description of, 63 

AUis-Chalmers Co., table on plant 

costa, 125 
American Ry. Eng. Ass'n, specifica- 
tions for creosote, S3, 261 
Ammonium chloride, as a fire retard- 
ant, 216 
Analysis, of creosote, 261 
of Einc chloride, 297 
Anchors, construction of, 93 
Angier, F. J., on the use of air 
pumps, 97 
on grouping ties, 138 
Annual ring, definition of, 34 
Anthrasota, description of, 2fi4 
Asbestos packing, use of in doors, 94 



AsHociation for Standardising Pav- 
ing Spec., specifications for 



Atlas wood pres. description of, 254 



Bailey, I. W., experiments of, on 

penetration, 38 
Bark, necessity for peeling, 41 

effect of on life of piling, 1S3 
Barrels, used for open tank plants, 

89 
Barrett's Grade I Oil, description 

of, 25S 
Bams, paving blocks in, 204, 322 
Barol, description of, 255 
Bateman, E., method for analyiing 

line chloride, 74 
Beachwood creosote, description of, 

254 
Bethel) process, description of, 66 
Birds, destruction of wood caused 

by, 27 
protection against, 221 
Bleeding, of wood blocks, 201 
Block signals, use of treated ties 

between, 241 
Blocks, equipment for making, 105 

oil for, 64 
Blocks, for factories, 322 
B.M. Preservative, description of, 

253 
B.M. Process, description of, 249 
Boats, preservation of, 186 
Boiler house, construction of, 98 
Boiling, effect of on strength of 

wood, 229 
Boiling process, description of, 48, 57 
Bott doors, construction of, 94 
Bolts, use of in doors, 94 
Borax, as a fire retardant, 216 
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BorinR holes in poeto to preaervc 

thera, 175 
Boring ties, machineH for, 106 

effect of, in holding spikes, 146 
Boucherie process, for treating poles, 

163 
Brieve timbers, substitutes for, 246 

durability of, 311 
Brush tre&tmenta, description of, 51 
Brush tre&tmenta, for poles, 160 

for posts, 175 
Buehler process, description of, 58 
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Builders of treating plants, 261 
Buildings, methods of treating lum- 
ber in, 209 
substitution for wood in, 247 
Burlap, used in protecting piling, 183 
Burnett process, description of, 60 
Burnett, Wm., 73 

Butterfield, J. T,, testa on the elec- 
trical resistance of wood, 
234 



Canals, use of in plants, 100 
Capital, invested in wood preserv- 
ing plaittfi, 2 
CarboUneum, Avenarius, description 

of, 252 
CarboUneum, 8.P.F., description of, 

252 
Carbolic acid, toxicity of, 72 
Carbon, in creosote, 121 
Card process, description o^ 61 

improvement in, 93 

Cars, construction of cylinder, 100 

treatment of wood in, 209 

substitutes for wood in, 247 

C. A. Wood Preserver, description of, 

252 
Cecil-Williams process, description 

of, 252 
Cell walls, absorption by, 32 
Cement, used in protcctii^ piles, 184 
Charring, as a means of preserving 
wood, 51 
poles, 160 
posts, 174 



Checks, prevented by "&4rons," 158 

Chemical composition of cell wall, 

effect of on penetration, 39 

Chicago Creosoting Co., design of 

block plant, 106 
Coal tar creosote, composition and 
value of, 81 
specifications for, S3 
Coal tars, discussion of, 7S 
Coils, construction of in retort, 93 
Compression, of wood in cylinder, 

117 
Concrete, poles set in, 160 
Concrete ties, use of, 244 
Conduits, substitutes for wood, 248 
Conservation of timber, affected by 

preserving wood, 2 
Conservo description of, 254 
Consumption of wood preservatives 

in the U. S., 259 
Copperiied oil, description of, 252 
Copper sulphate, its value as a wood 

preservative, 71 
Corrosion of spikes, in zinc treated 

ties, 241 
Corrosion of steel, by preeervativee, 

68 
Cost of pressure plants, 124 
of fireproofing wood, 218 
of treating cross arms, 170 
of treating mine timbera, 192 
of treating paving blocks, 202 
of treating pilii^, 185 
of treating poles, 165 
of treating posts, 178 
of treating shingles, 207 
of treating ties, 160 
Cranes, use of in plants, 100 
Creoaire process, description of, 251 
CreoUne, description of, 254 
Creo-resinate process, description of, 
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Creosotes, their value as wood pre- 
servatives, 75 
classification of, 77 
Creosote, definition of, 76 
evaporation of, 67 
expansion of, due to tempera- 
ture, 117 
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Oreosoto, method of manufacture. Durability, of green and seaaoaed 

79 wood, 43 

Creosote process (see Bethell proc- of American timbers, 275 

ess) records on life of wood, 298, 

Creosote, aa a fire retordant, 219 304-321 

effect on human ekin, 82 
effect on the Btrength of wood, E 

230 
Forest Service method of analy- Ecouomj', in treating ties, 151 
Bis, 270 mine timbera, 193 

piling, 186 
poles, 166 
posts, 178 
Egypt, history of wood preservation 



list of manufacturers of, 255 
specificationB for, 261 
Gresol-calcium process, description 

of, 251 
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methods of seasoning, 168 
manufacture of, 168 
Cross arms, economy in treating, 171 
cost of treating, 170 
treatment of, 169 
Crude oil, for treating posts, 174 

effect on strength of wood, 231 
Crude oils, value of, as wood pre- 
servatives, 75 
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Curtis, W. G., 67 

Cuttii^ season, effect of, on treat- 
ment, 140 
Cylinder cars, construction of, 100 
Cylinder, expansion of due to tem- 
perature, 117 
Cylinders tsee retorts) 



Davis, spot test, 330 

Decay, discussion of, 15 

Decayed poles, reenforcement of, 104 

Density of wood, effect upon pene- 
tration, 31 

Deterioration of timber, discussion 
of factors which cause, 15 

Dipping treatments, description of, 
52 
posta, 174 

Dock, construction of loading, 99 
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Mectrical resistance of treated 
wood, 234 

Electrolysis, in protecting piling, 
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Empty cell process (see Lowry and 
Rueping processes) 
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treatment of wood in, 210, 322 
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Fire-killed timber, utilisation of, 8 
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Fireproofing plants, list of, 259 
Fireproofing wood, theory of, 214 
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methods of, 215 

tests to determine the efficiency 
of, 217, 336 
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Fire protection, in planta, 105 
FoTest management, effect of wood 

preservation upon, 3 
FoiestB, oompomtioD of sSect«d by 

wood preservation, 3 
Form <A ties, 131 
Freight, decreased by seasoning 

poles, 159 
Full-cell process (see Betbell proo- 

Fui^, description and claaaification 

of, Ifl 
Fumituie, methods of protecting 

nutic, 211 



Gages, location and oonstruction of, 
92 
use of, in measuring absorption, 
103 
Gerry, Elolse, experiments on tylo- 
ses, 36 
Goltra, W, F., on tronafer tables, 99 
Goltra process, description of, 250 
Greeks, on methods of preserving 

wood, 9 
Greenbeart, for piling,- 181 
Greenhouses, treatment of wood in, 

2O0 
Grouping, value of, in ties, 139 
Growth, effect of upon treatment, 

141 
Guard roils, construction of, 93 
Guissani process, description of, 64 



Hasselman process, descriptioJ 

250 
Hatt, W. K., testa on the Btrength of 

spikes, 147 
effect of various processes on 

strength of tics, 233 
Heartwood, effect on p«ietration, 33 
Herodotus, on preservation of mum- 
Hewn ties (see ties) 
History of wood preservation, 9 
Holz-Helfer, description of, 2fi3 



Humphrey, C, J., toiiicity test by, 66 
Hunt, G. M., on Boucheriiing poles. 



Imperial Wood Praervative, de- 
scription of, 264 

Inflammability of wood treated with 
zinc and creosote, 219 
tests to determine, of wood, 217, 
33fi 

Initial absorption, difficulty in meas- 
uring, lift 

Insects, destruction of wood by, IS 
in rustic furniture, 221 

Inspection of treatments, notes on, 
122 

Inspector's laboratory, equipment 
for, 104 

IfloacB, J. D., 67 



Jodelite, description of, 254 



Kempfer, W. H., on treating poles, 

162 
Kickback, significance of, 118 
Kreodone, description of, 254 
Kyaniting, description of process, S3 
for poles, 103 



laboratory, need for an inspector's, 

104 
lagging, the retort, advantages of, 

96 
treatment of, in mines, 102 
Leakage, praveation of, in doors, 04 
Letteney, description of, 256 
IJebig, on theory of decay, 16 
Lightning equipment, in plants, 105 
limnoria, description of, 24 
Loading dock (see dock) 
Locustine, description of, 264 
Log cabins, methods of protecting, 

211 
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Logs, effect of wood preservatior 
upon inferior, 8 
methode of preserving, 211 
Lowry proceee, description of, 69 
Lumber, methods of treating, 20S 
Lyater, description of, 254 



Machine shop, construction of, 98 
Marine borers, description of, 20 
Measuring tanlcs, types of, 101 
Mechanical abrasion, destruction of 

wood by, 25 
Mercuric chloride, its value as a 

preservative, 71 
Mine timbers, selection of, 188 

cost of treating, 192 

durabUity of, 29S, 313 

economy in treating, 1S3 

manufacture of, 189 

methods of treatment, 100 

seasoning of, 189 

substitutes for, 245 
Mines, danger of fire in, 192 
Mixing tanks, construction of, 101 
Moisture, distribution in posts, 65 

effect of in wood on treatment, 
140 

method of determining in creo- 
Boted wood, 273 
Montanin, description of, 254 
Mummies, preservation of, 9 
Mykatin, description of, 254 

N 

National Electric Light Ass'n, analy- 
sis of creosote, 264 
specifications for water gas creo- 
sote, 85 

Nausitoria, description of, 21 

Newlin, J. H., experiments in driving 
spikes, 14S 
tests on shrinkage, 226 

Nonpressure process, description of, 
53 

N. S., Special, description of, 264 



O 

Odor of preservatives, 69 
Oil, seasoning in, 48 
Oil tara, discussion of, 78 
Oils, crude, value of, 75 
Open tank plants, types of, 89 

list of in U. 8., 258 
Open tank process, description of, 64 
Open tank, treatments for poles, 161 
Operation of plants, 89 
Oxalic acid, as a fire retardant, 216 



Packing, for retort doors, 94 
Punt, on treated wood, 69 

value of in preserving wt>od, 87 
Paints, fircproofing, 343 
Palmetto, for piling, 181 
Patents, list of, for preserving wood, 

276 
Pavements, efficiency of various, 197 
Paving blocks, manufacture of, 105- 
198 

expansion of, 201 

methods of laying, 202 

oil for, 84 

troubles with, 200 
Paving blocks, cost of treatment, 202 

advantages of, 203 

durability of, 299, 317 

for bams and factories, 204, 322 

history of, 196 

methods of treatment, 199 

number used, 196 

woods used for, 197 
Penetration, of preservative, effect 
of structure on, 31 

effect of cell slits upon, 39 

effect of composition of cell wall 
Upon, 39 

effect of heartwood on, 33 

effect of pits upon, 38 

effect of resin ducts upon, 36 

effect of sBpwood on, 33 

effect of tyloses upon, 36 

effect of vessels upon, 36 

in apringpffood, 34 
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Penetration in summerwood, 34 
of vorioUB preBervatives in 
wood, 70 

Peeling bark, necessity for, 37 

Peeling timber, necessity for, 41 

Perforations, in poles to aid pene- 
tration, 161 

Petri dish, method for determining 
toxicity, 66 

PetToleum {see crude oils) 

Pettigrew, experimenla with mum- 

Pholas, description of, 22 
Piling, life of, 16, 309 
coat of treating, ISfi 
economy in treating, 186 
manufacture of, 182 
methods of seaaoning, 182 

treatment, 183 
Bubstitutes for wood, 244 
woods used for, 181 
IHping, use of in plants, 104 
Ktch streaks, in preserving posts, 

177 
Hts, effect on penetration, 38 
Plants, construction and operation 



cost of pressure, 124 
list of wood preserving ii 
255 



U. S 



Plates, bearing on ties, 141 

Pliny, on Grecian methods of pre- 
serving wood, 9 

Pole borer, description of, 19 

Poles, attacked by woodpeckers, 27 
coat of treating, 165 
economy of treatment, 166 
life of, 166-301, 314 
manufacture of, 156 
methods of treating, 159 

reinforcing decayed, 164 
perforations in, l&l 
saving in freight due to season- 
ing, 150 
seasoning of, 156-158 
selection of species for, 156 
shrinkage in, 159 
substitutes for, 244 
woods used in making, 156 



Pollution of streams, 122 

Pores (see vessels) 

Posts, woods used in making, 172 

cost of treating, 178 

economy in treating, 178 

life of, 179, 317, 321 

method and time of cutting, 173 
of seasoning, 173 

substitutes for wood, 245 

treatment of, 174 
Powder post insects, description of, 

18 
Powell process, description of, 250 
Preliminary air, effect of, 112 
Preliminary vacuum, effect of, 107 
Preservatives, corrosive action of, 
68 

amounts used in U. 8., 250 

properties of efficient, 64 

purity of, 121 

toxicity of, 66, 330 

used in treating wood, 251 
Preservol, description of, 252 
Pressure, effect of, on strength of 

wood, 232 
Pressure, effect of, on treatments, 

lis 

Pressure plants, essential parts of, 

91 
Prince, R. E., on fireproofing woods, 

216, 336 
Processes, for preserving wood, 50 
Pump house, construction of, 06 



Rails, construction of guard, 93 
Receiving tanks, use of, 101 
Records, on the durability of timber, 

298, 304-321 
Resin ducts, effect upon penetration, 

38 
Retort house, construction of, 91 
Retorts, construction of, 91 
Bobbins process, history of, 13 

description of, 250 
Roofs, on ties, value of, 135 
Rueping process, description of, 60 
Rutgers process, descriptioh of, 61 



)v Google 



Sand BtonnB, protection against, 223 
Sap stain, damage caused by, 29 

prot'Cction against, 222 
Sapwood Antiaeptic, description of, 

253 
Sapwood, effect on penetration, 33 

distribution on ties, 132 

absorption by, 138 
Sawmill, in plants, 105 
Scales, use of, in measuring absorp- 
tion, 103 
Season, of year, effect of on treat- 
ment, 40, 140 
Seasoning timber, necearity for, 42 

cross arms, 245 

effect on decay, 43 
checldng, 43 
decreasing freight, 43 
strength of wood, 224 

in hot air, 46 

in oil, 4S 

in open air, 44 

in saturated steam, 46 

in superheated steam, 47 

in water, 48 

methoda used in, 44 

mine timbers, 189 

piling, 182 

poles, 158 

posts, 173 

ties, 197 
Seasoning yards, care of, 46 
Seeley process, history of, 12 

description of, 64 
Shingles, woods used for, 205 

coat of treating, 207 

method of treating, 206 

substitutes for wood, 247 

treated against fire, 206, 336 
Shipworms, description of, 20 
Shower baths, use of for employees, 

104 
Shrink^:^, in poles, 159 

equations for, 226 
Signals, block, use of treated ties 

between, 241 
Silos, treatment of wood in, 209 



ysx 369 

SUpperiness, in wood blocks, 200 

Slits, effect of, in cell walls upon 
penetration, 39 

Smith, C. S., on treatment of poles, 
163 

Sodium carbonate, as a fire retard- 
ant, 216 

Sodium fluoride, its value as a pre- 
servative, 72, 263 

Sodium silicate, its value as a pre- 
servative, 252 

S<m1, effect of alkaline, upon wood, 
26,221 

Specifications, for creosote, 261 
for tine chloride, 73 

Sphaeroma, 26 

Spider doom, construction of, 94 

Spikes, kinds, and use of, 143, 328 
use of screw, 146 

Spirittine, description of, 252 

Spot test, Davis, 330 

Springwood, effect on penetration, 
34 

Square sets, treatment of, 191 

3-rona, prevention of checking, 168 

Stains, value of, in preserving wood, 
87 

Steam, Beaaoning in saturated, 46 
superheated, 47 

Steam coils {see coils) 

Steaming, effect on strength of wood, 



Steel, corrosion of, by preservatives, 

68 
Steel ties, use of, 243 
Stone, poles set in crushed, 160 

posts set in crushed, 174 
Storage tanks, use and construction 

fA, 101 
Streams, pollution of, 122 
Strength of wood affected by sea- 
soning, 43, 224 
by boiling, 229 
by preservatives, 70, 230 
by crude oil, 231 
by pressure, 232 
by temperature, 231 
steaming, 226 
sine chloride, 230 
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